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PREFACE 

This book is an extension of a course of lectures prepared 
originally by the authors for students of marine and mechanical 
engineering and naval architecture in their classes at Webb's 
Academy and Columbia University. 

Graphical methods have had their widest application in the 
analysis of the stresses in stationary structures, and therefore 
the majority of the text-books on this subject have been written 
for civil engineers. For the use of students of mechanical 
and marine engineering, and as of possible service to engin- 
eers in those professions, this book gives a brief review of the 
principles of graphics and their application both to framed 
structures and to mechanism. The text has been illustrated 
fully by diagrams ; occasional references have been furnished 
to sources of additional information ; the principles of Applied 
Mechanics and of Strength of Materials which are involved in 
graphic processes have been discussed where necessary; and 
numerous problems have been assigned to test the students' 
knowledge of the subject. 

The authors desire to acknowledge their indebtedness to the 
works of the pioneers in this science — Culmann, Hermann, 
Cremona, and Reuleaux — whose methods have been freely 
used. 

New York, July i, 1910. 
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GRAPHIC ARITHMETIC 



1. Definitions. Force is an action between two bodies which 
causes, or tends to cause, change in their relative rest or motion 
and in their form. In its effect upon a body, a force should be 
considered with regard to its point of application to the body, 
its magnitude, and its direction. 

A rigid body is a solid whose change of form, under the 
action of external forces, may be considered, in static and 
kinetic analyses, as negligible. No body, subjected to the action 
of such forces, is absolutely without change of form. 

Equilibrium, When a body under the action of external 
forces is not undergoing sensible change of form, it is con- 
sidered to be in either static or kinetic equilibrium. 

In static equilibrium^ the body, under the action of external 
forces, is either at rest or moving with uniform velocity (equal 
spaces in equal times) in a straight line. In kinetic equilibrium, 
the body is in motion and the velocity is not uniform, but 
accelerated, the word acceleration denoting any change — in- 
crease or diminution — in the velocity. 

Statics treats of the principles and problems relating to 
bodies in static equilibrium. The subject includes, therefore, 
only the treatment of balanced forces. When a body, under the 
action of external forces, is at rest, it is apparent that the forces 
must exactly balance each other. Again, if this body be in 
uniform motion in a straight line, the same condition as to 
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equilibrium must prevail. Thus, when a railway car moves at 
constant speed on a straight track, the external forces which 
act on it — the forward pull of the car in front, the backward 
drag of the car in rear, the friction of the rails, the resistance 
of the air, the weight of the car acting downward, and the corre- 
sponding upward pressure of the rails — must exactly balance 
each other in order to maintain a uniform speed of the car. 

Graphic statics covers the same field, but the algebraic analyses 
used in statics* are replaced wholly by geometrical constructions. 
Its methods are fundamentally simple, since, for example, it is 
possible to represent the magnitude, direction, and point of 
application of a force by the length, inclination, and position 
of a straight line. Through the employment of graphic pro- 
cesses, there are thus obviated wholly the intricate and laborious 
computations which, in many cases, would otherwise be required. 

2. Graphic Arithmetic. Graphic arithmetic treats of the em- 
ployment of graphic methods in arithmetical calculations. In 
its general application to the computation of values of any 
character, it does not form a part of Graphic Statics proper ; 
in its special uses in calculations relating to forces, it is, how- 
ever, an essential branch of that science. 

In graphic arithmetic, all computations are made by the use 
of lines, the magnitudes of the quantities being measured by 
the lengths of these lines. The lines may designate abstract 
numbers only, as 2, 33.5, 100, etc., or may represent quantities 
of any character, as pounds, dollars, cubic feet, etc., if the same 
unit of quantity be used throughout the calculation. Any con- 
venient unit of length may be used to represent a unit of 
quantity, and the length of the line representing a given quantity 
will, therefore, be proportional to the number of units of quantity 
which the given quantity contains. Thus, if the scale be 
0.1 inch = I pound, then 37 pounds will be represented by a 
line 3.7 inches long. 
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3. Addition and Subtraction. The methods of these opera- 
tions are self-evident. Thus, to add 25 pounds and 7.5 pounds 
on a scale of o. i inch ss i 

pound, lay oflF, in Fig. i, AB ^ r - 

= 25 lbs. = 2.5 in., and BC 

= 7.5 lbs. = 0.75 in. ; then, , , 

AC= 3.25 in. = 32.5 lbs. is the 

sum required. 

Similarly, to subtract 7.5 pounds from 25 pounds, lay off 
ad = 25 lbs. = 2.5 in. and from A set off be = 7.5 lbs. = 0.75 in. ; 
then, ca== 1.75 in. = 17.5 lbs. is the remainder required. 

4. Multiplication. The methods used in this operation are 

based on the properties of similar 
triangles. These triangles are 
mutually equiangular. Thus, in 
Fig. 2, the triangles ABC and 
DEF will be similar if the angle 

C /f = angle D^ angle ^= angle £*, 
and angle C = angle F. 
Again, the triangles ABC and DEF will be similar, if their 
corresponding sides are proportional^ i.e., if : 

AB\DE\\BC\EF\\CA\ FD. 

Further, these triangles will be similar, if they have an angle 
in each equal and the including sides proportional, i.e., if the 
angle B = angle E, and also if : 

BA:ED: : BC : EF. 

Finally, they will be similar, if their sides are parallel each to 
ecu:h or perpendicular each to each, i.e., if DE, EF, and FD are 
parallel or perpendicular to AB, BC, and CA, respectively. 

In graphic multiplication, we are required to find a line of 
length x=^axb, axbxc, etc., which shall represent, on the 




Fig. 3. 



GRAPHIC STATICS 




Fig. 3. 



given scale, the product of two or more quantities, also repre- 
sented on the same scale by lines of length a, d, c, etc. This 
operation may be performed graphically in a number of ways ; 

the following general cases 
will suffice. 

(a) Two factors, a and *, 
each greater than unity. In 
Fig. 3» lay off AB=i; at B 
draw BC perpendicular to AB ; 
D from A lay off AC=af meet- 
ing BC at C; onAB prolonged 
set off AD = i ; from D erect 
DE meeting AC prolonged at 
E. Then, AE = x=a x 6, since the triangles ABC and ADE 
are similar and: 

AE : AC :: AD :AB, or 

x:a ::d : 1. 

.'. x = ad. ' 

Thus, if a= 1.25, 6 = 1.5, x= 1.875. It will be observed that 
the fundamental principle of the method is to construct two 
similar triangles, one of which has a side whose length = i. 

(d) Two factors, a and b, each less than unity. Fig. 4. The 
metho'd is the same as that in {a), except that DE is inclined 
toward A, and, since 6 is 
less than unity, DE is 
within the triangle ABC 
although still parallel to 
BC. The triangles ABC 
and ADE are similar and : 

AE : AC :: AD :AB, or 
x:a::d:i. 
.\x^ab. Fig. 4. 
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(c) Three factors, a, 6, and c, so that the product 
The method in this case is 
simply an extension of those 
given previously. Thus, in 
Fig. 5, find as in (a) the 
product AE = x = ad, and 
use it as a single factor for 
the final product 7 = a6 xc. 
Lay off AB^ = AE; pro- 
long BC to BC, meeting 
AC =c at C; draw the 
perpendicular D'E' meeting 
AC prolonged at J5'. Then, 
the triangles ABC and 
AD^ E are similar and AE 
z=zy = abc. Fig. 5. 



y = abc. 




5. Division. Dividing a hy b is the same as multiplying a 
by i/b. Hence, we must construct similar triangles from which 

may be derived the equation : 

;r = ^ X i/b^a/b, 

c found from the proportion : 

x: I :\a:bj 

which is the same as that in 
Art. 4 {a\ except that the order 
E is different, showing that the 
position of the sides, a and x, 
must be changed. In Fig. 6, lay 
off AB = I ; 2X B erect a per- 
pendicular meeting the denominator, b^AD, at D\ prolong 
AD to C, making AC =^ the, numerator a\ from C let fall the 
perpendicular CE parallel to BD, Then, the triangles ABD 
and AEC are similar and AE=:x, for: 




Fig. 6. 
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AE:AB::AC:AD,oT 

.'. x = a/6. 

As in the case of graphic multiplication, the operation of 
division may be performed in a number of ways. For example, 
the two triangles maybe so constructed that the line x^ a/6 
shall form either the altitude or the hypothenuse of the triangle 
ABD, Fig. 6. By inclining BD toward A, the methods of Fig. 6 
may be applied to the conditions of Art. 4 (d). 

6. Multiplication by Ratios. This operation combines those 
of multiplication and division. 

(a) If it be desired to multiply a straight line of length a by 
the ratio b \c oi two similar lines, we must construct two similar 
triangles of such form that the sides x, a, by c will give the 

proportion : 







x\a\\b\c, 
.-. X = ab/c. 

Comparison of this 
proportion with that in 
Art. 4 {a) shows that the 

E only change required in 
Fig. 3 is to make AB = c 
instead of i. Referring 
to this figure as thus 

D changed, we have: 

AE\AC\\AD\AB, or 
x'.a:\b:c, 
^10.7. .\x^ab/c, 

(J?) To multiply the ratio a :b hy the ratio c : d similar 
triangles must be constructed with sides so proportioned that 
we may derive the equation : 

X = a/b X c/d= ac/bd. 
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Evidently the operation is, in general, a combination of those 
shown in Figs. 3 and 6. Thus, in Fig. 7, construct the lines 
AE = a xc and AE' = b x d,hy the methods shown in Fig. 3. 
Then, revolve the line AE' until it meets at C" the line BCC 
prolonged; layoff AE^' =^a xc on AC prolonged; from E" 
drop the line £"Z>" parallel to BC Then, the triangles ABC 
and AD"E'' are sinfilar and : 

Aiy^:AB::AE'': AC, or 
x:i '.:ac\bd. 
.-. X = ac/bd. 

As drawn, the lines a, b, c, d have a value greater than 
unity. The diagram may be readily modified, by methods 
given previously, to provide for smaller values in any case. 

7. Powers. To find the power of a number by graphical 
arithmetic the method of similar' triangles may be again used. 
Thus, 'in Fig. 3, if 3 = a, 
then AE=a x b=a^; simi- 
larly, in Fig. 5, if c=b=a, 
then AE' =a xb xc = a^. 

(a) Figure 8, based on 
this principle, gives a 
simple construction for 
finding a line representing 
the required power of a 
quantity indicated by a 
given line of length a. In 
this figure, AB = i is laid 
out on a horizontal line 
and a perpendicular BC 
is erected from B to meet 
AC=a drawn from A; AC is then revolved to AD in AB 
prolonged and the perpendicular DE erected meeting AC pro- 
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longed at E, Then, the triangles ABC and ADE are similar 

and: 

AE\AD\\AC\AB,ox 

AE :a::a: I. 

.*. AE = a^. 

The triangle AE D^ is constructed in the same way by re- 
volving AE to AD' and erecting the perpendicular Z^jE'. The 
triangles ABC and AUE are similar and : 

AE\AD' \\AC\AB,oT 
AE \a^\\a\ i. 
.-. AE = (^. 

A similar construction will give the negative powers of a^ i>., 
a"*= \/a, a'^= i/a^, etc.; thus, in Fig. 8, revolve AB to ACi 
and drop the perpendicular C\Z>i. Then : 

AD^ : ACi : : -4^ : AC, or 
^Z^i : I : : i :a. 
/. AD^= i/a=a~^. 

Again, revolve AD^ to /ICj and drop the perpendicular C^^- 
Then: 

AD^ lAC^ ::AB:ACy or 

This construction is convenient and compact, but it is limited 
to values of a which are greater than unity. 

(6) The spiral polygon, with a constant angle of 90** between 
each pair of consecutive sides, is a construction which has been 
applied * in the graphical computation of powers and which is 
suitable for any value of a, greater or less than unity. 

* Reuleaux, "The Constructor," Suplee's translation, Philadelphia, 1893, p. 25, 
Von Ott, "Grundziige des graphischen Rechnens und der graphischen Statik," 
Prague, 1871, p. lo. 
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To construct this polygon, draw, in Fig. 9, the axes X^OX 
and YO V at right angles ; on OX^ lay off (95 = i ; on (9 F set 
ofif OA = a, whose Y 

value in this case 
will be taken as less 
than I ; from A draw 
A 2, at right angles 
to AB and meeting 
OX at 2. Then, the 
triangles OBA and 
OA 2 are similar and : 

02\0A\\0A\0B, 
or 02\a\\a\\. 

.\ O2 = ^. Fig. 9. 

Again, draw 2, j at right angles to A 2 and meeting OY at 3. 
Then, the triangles OBA and 02,j are similar and : 

03:02 ::0A \0B, or 
O 3'.a^::a: i. 
.-. 03 = cfi, 

Continuing this process, we find the succeeding positive 
powers of a, the even powers on the axis X'OX, and the odd 
powers on the axis YOY^. 

To find the negative powers of a, the spiral polygon is con- 
tinued in the opposite direction from B. Thus, draw the line, 
By — 7, at right angles to AB and meeting 6^F' at — /. Then, 
the triangles OBA and O, — i,B are similar and : 

0,-i:OB::OB: OA, or 

O, — I : I :: I :a. 

.-. O, — I = i/a = a~^. 

Again, the triangles OBA and (?, — 2, — i are similar and : 

0,-2:0,-1:: OB: OA, or 

O, — 2 : \/a ::\:a. 

.'. 0,-2= i/a^ = a~\ 
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Fig. io. 



For a value of a which is greater than unity, the construction 
of the spiral polygon is similar to that already given, the only 
difference being that the spiral expands with positive, and con- 
tracts with negative, powers. 

8. Roots, {a) The square root, 
fourth root, eighth root, etc., can be 
readily obtained by similar triangles. 
Thus, Fig. IO, if it is desired to find 
the square root of a quantity, a^ 
greater than unity, lay off BD = i , 
and, on BD prolonged, BC=^a\ 
erect the perpendicular DA^ and, 
from /J as a vertex, draw the lines AB and AC ^.t right angles 
to each other and completing the triangle ABC. Then, the 

side, AB^x^^a^ since the triangles, ABC and DBA^ are 

similar, and : 

BC\BA ::BA :BD, or 

a :x::x : 1. 

.\ x^ = a and x = Va. 

To find the fourth root, make BC^^a^ the latter value hav- 
ing been previously obtained as above. Similarly, for the eighth 
root, make BC = Va. 

If ^ is less than unity, construct the triangle. Fig. lo, so that 
BC=i I and BD = a; then, as before : 

BCiBA ::BA:BD, or 
I :x::x :a, 
\ x = V^. 

The triangle ABC may be drawn most readily by using BC 
as a diameter from which to describe a semicircle BAC, and 
then drawing the perpendicular DA to meet the circumference 
at ^. In any triangle formed thus of two chords and a diam- 
eter, the angle ^4 is a right angle, and either chord, as BA, is 
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a mean proportional between the diameter BC and the segment 
of the diameter BD^ adjacent to that chord. 

(J)) For obtaining the odd-numbered roots, as the cube root, 
fifth root, etc., there are several methods, all somewhat complex. 
For example, referring to Fig. 9, we note, as to the lines drawn 
from the origin O to the vertices of the polygon, that : 

OA/OB^a/i and 02/OA= a^/a=a\ 

i.e.y that there is the same ratio, a, between each pair of con- 
secutive lines thus drawn, and hence that these lines represent 
by their lengths the values of the terms of a geometrical pro- 
gression, an operation in which each term is equal to the pre- 
ceding term, multiplied or divided by a constant number called 
the ratio. 

Again, while in Fig. 9 the angle, as BOA, formed by lines 
drawn from the origin to two consecutive vertices of the poly- 
gon, is 90*^, it is evident that this angle may have varying values 
in different spiral polygons, providing it is always the same 
throughout any given polygon. Hence, the angle may be 
assumed to decrease in an infinite series of polygons until it 
becomes infinitely small, in which case the spiral polygon would 
be replaced by a curve called the Equiangular Spiral^ of which 
curve any line, as OAy Fig. 9, is a radius vector 

Owing to the properties of these radii vectores as terms of a 
geometrical progression, the equiangular spiral may be used in 
obtaining odd- or even-numbered roots. Thus, if / be the last 
term and a the first term of a geometrical progression, n the 
number of terms, and r the common ratio, then : 

/= ar^\ l/a = ^"i, and r = ""-VTAT. 

If, then, we wish to find graphically the «— i root of a quantity 
equal to l/a, the equiangular spiral is constructed, and to it 
there are drawn a radius vector equal to a and another equal to 
/, and the angle included between these vectores is divided into 
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«— I equal parts. The radii vectores bounding these equal 
angular divisions will be the intermediate terms of the geo- 
metrical progression of which a is the first and / the last terra. 
The required root is equal to the ratio r, and that ratio is the 
quotient of any one of the radii vectores, divided by the one 
immediately preceding it. 

The characteristic property of the equiangular spiral is that 
the curve cuts all of the radii vectores at a constant angle, i,e.^ 
that the angle between the tangent at any point of the curve and 
the radius vector drawn to that point, is constant The polar 
equation of the curve is : 

or, log r = ^ log a^ 

in which r is the length of the radius vector, a is an arbitrary 
constant, and is the vectorial angle. 

This curve is also called the logarithmic spiral. The modu- 
lus of the system of logarithms which has a as its base is 

^ — , and this modulus is the tangent of the constant angle be- 
dr 



















Fig. II. A 

tween any radius vector and the tangent to the curve at the 
point where the radius vector cuts the curve. 

One method of constructing the equiangular spiral is shown 
in Fig. II. With the pole C? as a centre and any convenient 
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radius, as Oa^ describe a circle ; on the circumference, lay off 
the equal arcs ab^ bc^ cd^ etc. ; the lines Oa^ Ob, Oc, etc., joining 
these points of division with the pole, are the radii vectores, 
which are thus spaced at equal angular intervals. From any 
point, as A, on Oa, draw the line AB, giving the angle OAB 
2Ljvf convenient value, preferably 90° or 120 ; from B, draw 
BC^ making angle OBC equal to angle OAB, The A,ByC , . . I, 
thus found, are points on the equiangular spiral, as may readily 
be seen from the similar triangles OAB^ OBCy OCD^ etc.; 
through these points, a fair curve may be drawn and the spiral 
thus described. 

PROBLEMS 

// will be understood tliat^ throughout this book, all problems 
assigned sitall be worked by graphic methods. 

1. A monument 275 feet high stands upon a plain whose elevation above 
the sea is 350 feet. Find the height of the top of the monument above sea 
level. 

2. Find the difference in the readings of two Centigrade thermometers m 
one of which the mercury stood at 72^ and in the other at 80 \ 

3. Represent the area of a triangle whose altitude is 1.5 feet and base 3.5 
3rards. 

4. Indicate the ratio of the specific gravity of glass, taken as 3.3, to that 
of iron, taken as t.t. 

5. Find 2/3 of 4/5 of 10. 

6. Represent the ratio of a diagonal to the side of a square 1 7 inches in 
length. 

7. Find the cubic contents of a tank each dimension of which is 12 feet. 

8. Find the sum of 3.4 pounds and 5.2 pounds. 

9. Given the lines A and B ; find their sum. 

10. From 8.6 tons subtract 6 tons. 

11. From an iron rod 12 feet long, weighing 16 pounds, there is cut a 
pie^e 5 pounds in weight. Find the length of the remainder. 

12. Multiply 2.5 by 4.2. 
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13. Find a force which is 8.5 times as great as the force F . 

14. Find the length of one of the seven equal parts of a line 12 inches 
long. 

15. If a line 9 inches long represents an area of 1500 square feet, de- 
termine the length of a line which will represent one-fourth of that area. 

16. Find the third power of 3, if a scale of half inch equals one unit. 

17. Find the fourth power of 4, taking any convenient scale for a unit. 

18. With a scale of two inches equal one unit, find the cube root of 2. 

19. Find the length of a line corresponding to the 3/2 power of 2.5, using 
a scale 2 inches equals one unit. 

20. Find the length of a radius vector of the logarithmic spiral, when a 
equals 2, 6 equals 1 14^.6, using a scale of one inch equals one unit. 



CHAPTER II 

GRAPHIC MEASUREMENT OF AREAS 

The area of a rectangle is the product of its length by its 
breadth, that of a triangle the product of the base by one-half 
the altitude. In either case, it is evident that the operation is 
one of multiplication simply, which operation can be performed, 
as in Art. 4, by graphic methods and a line obtained which shall 
represent the magnitude [of the area of the figure ; /.^., if one 
inch is the unit of measurement and the line thus determined is 
3.5 inches long, the required area will be 3.5 square inches. 
The graphic measurement of areas thus obviates computation, 
and further, as will be shown, the methods used make possible 
the replacement of an area of curvilinear or other irregular form 
by an equivalent area bounded by straight lines and having as 
small a number of sides as is desired. 

9. Triangular Areas. If b be the base of a triangle and a its 
altitude, the area, x=ab/2. From Art. 4, it is evident that, in 
finding the line x which shall represent this area, two similar 
triangles must be so constructed that their dimensions, a, b^ x, 
and 2, shall form the 
members of a propor- 
tion. 

{a) Let ABC, Fig. 
1 2, be the triangle 
whose area is re- 
quired. 

On AC prolonged 
lay off i4Z> = 2; draw ^'^- '^ 

a straight line from D to B; from C, draw CE parallel to BD ; 

15 
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from E drop the perpendicular EF on the base AC, Then, the 
triangles AEC and ABD are similar, and the required area, 
X = ab/2 = EF^ since : 

EF'.BGwAC: AD, or 
jr :^ : : ^ : 2. 

.-. X = ^^/2. 

Since the same result will be obtained from the proportion : 

x\b \\a\2, 

it is evident that the diagram can be so constructed that the line 
representing 2 units shall be parallel to the given altitude BG, 
in which case x will be a segment of the base AC, or of that 
base prolonged. 

{b) The line representing two units need not, however, be 
parallel to, or a segment of, either the base or the altitude of 
the given triangle. Thus, in Fig. 13, let ABC be the triangle 
whose area is required. 

Fr6m B, lay off BD = 2 
intersecting AC ^X D\ from 
A draw A F parallel to BD, 
and from C draw CF per- 
pendicular to AF, Then, 
the triangles BED and 
CFA are similar and : 

CF:BE\:AC:BD, or 
x:a::b:2. 
Fig. 13. .'. X = ab/2, 

10. Quadrilateral Areas. The line representing^e area of a 
quadrilateral figure may be obtained in any 0nc of several ways. 
If the area is that of a parallelogram, the product of the length b 
by the breadth a may be found by the methods of Art. 4 ; or any 
quadrilateral figure may be divided by a diagonal into two tri- 
angles, the areas of the latter found separately, and their sum 
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taken as that of the quadrilateral ; or, finally, the quadrilateral 
may be reduced to its equivalent triangle and the area of the 
latter ascertained. The first two methods have been already 
discussed. 

{a) het ABCDf Fig. 14, be the quadrilateral whose area is to 
be found. Draw the 
diagonal, BD, and the 
line Cf parallel there- 
to, intersecting AD 
prolonged at E ; draw 
BE. Then, the tri- 
angles BBC and 
BDE are equal in 
area, as they have the 
same base, BD^ and 
the same altitude in 
the perpendicular dis- ^ 

tance between 5Z? and ^^^ ^4 

CE, As these triangles are equal, the triangles : 

BFD H- BFC^ BED + DEE. 
.-. BFC = DEE. 

Hence, the triangle ABE is equal in area to the quadrilateral 
ABCD. Drop the perpendicular BH on AE\ with BG=^2 
units, intersect AE at G ; draw EK parallel to BGy and A K per- 
pendicular to EK. Then, the triangles AKE and BHG are 

similar and : 

AK\AE\\BH\BG,ox 

AK \b \a\2. 

.-. AK = abl2 = ABE = area ABE = area ABCD. 




11. Areas of Polygons having More than Four Sides. When 
the polygon has more than four sides, its area is most readily 
found by the method just explained, i.e., by reducing the poly- 
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gon to its equivalent triangle and determining the area of the 
latter. 

(a) Thus, Fig. 15, let ABCDEF he an irregular, six-sided 

polygon whose area is required. 
From A draw AC, forming the 
triangle ABC; from B draw BG 
parallel to AC and meeting £>C 
prolonged at G; connect A and 
G. Then, the triangles ACB 
and ACG are equal in area, since 
they have the same base AC 
and the same altitude. Hence 

ACG may be substituted for ABC and the polygon becomes 
AGDEF, which is five-sided. 

Similarly, draw the diagonal AE, EH parallel thereto and 
meeting DE produced at //, and also the line AH, Substi- 
tuting the equivalent triangle AEH for the triangle AEF, the 
polygon becomes AGDH, which is a quadrilateral. 

Finally, draw the diagonal AD and the line HK parallel 
thereto and meeting GD prolonged at K\ connect A and K. 
Substituting the triangle ADK for the triangle ADH, the poly- 
gon becomes three-sided as the triangle AGK^ whose area may 
be found by the d 
method of Art. 9. 

(b) Again, it may 
be desired, as in 
rectifying a boun- 
dary line, to replace 
an irregular polyg- f*"^ 
onal area by an 
equivalent quadri- 
lateral, one of whose sides is a continuation of a specified side 
of the original polygon. Figure 16 gives a simple method* of 
effecting this. 

"Cremona, Graphical Statics, Oxford, 1890, p. 81. 
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In this fig^ire, the polygon ABC012345 is to be replaced 
by an equivalent quadrilateral, one of whose sides shall be 
a continuation of the side CO of the polygon. Draw the 
diagonal 02 and the line /'/ parallel thereto, intersecting CO 
prolonged at i'. Then, the triangles 021 and 021^ are equal 
in area; substituting the latter for the former, the polygon 
becomes ABCi* 234$. Similarly, draw lines, intersecting CO 
prolonged, as follows : 

22' parallel to 31' ; draw 2^3^ polygon becomes ABC 2^ 345 ; 
jy parallel to 42' ; draw 3^4 ; polygon becomes ABC 3*45\ 
44 parallel to jj' ; draw 45\ polygon becomes ABC 4 $ ; 
sD parallel to A4 ; draw DA ; polygon becomes A BCD. 

The polygon ABC01234S is therefore reduced to the equiva- 
lent quadrilateral ABCD^ and the portion, 01 2 345 A , of the periph- 
ery which was made up of a number of segments at various 
angles, is rectified as the line AD, intersecting the specified 
side CO, produced, at D. 

{c) The method — as given above — of drawing the diagram 
so that all the new vertices of the polygon shall fall on a speci- 
fied side, is of especial 

value in finding the al- >t • y? ^% 

gebraic sum of the areas ^^...^'-x^ ^\ -^^ ' ^^ / 

of the segments of a poly- / y^ -'^/i/^^s^if^ 

gon whose periphery is / / ^^^^^ /^ "/^--x 

self -cutting, as at X, Fig. ^^^illll-------^^ "^;l' 

1 7. The area thus found ^ 

is the difference between 

those of the larger and smaller segments of the polygon. 

In Fig. 17, let CXO be the specified side of the polygon 
ABC01234 on which the new vertices are to fall. Draw 20 and 
ji' parallel thereto and intersecting CXO prolonged at i' ; draw 
2/'. Then, the triangles 021 and 02/' are equal in area. 
Substituting the latter for the former, the polygon becomes 



20 GRAPHIC STATICS 

ABCi'2j4. Similarly, draw lines, intersecting CXO prolonged, 

as follows: , „ , , 

22' parallel to 31 ; 

3j' parallel to 42^ ; 

4D parallel to Aj^ ; 

and the polygon is thus reduced to the quadrilateral ABCD, 
whose area is the difference between the areas of the polygons 
ARCX4 and X'123. The area of the quadrilateral may be 
found by reducing it to its equivalent triangle. This method 
is of service when the segments of the self-cutting polygonal 
circuit represent areas whose difference is desired, as, for 
example, that of the cross-section of an embankment and that 
of an excavation which is required in connection with it. 

12. Areas of Figures whose Peripheries are partially or wholly 
Curvilinear. When an area is bounded, wholly or in part, by 
curves, graphic processes for its determination are necessarily 
approximate. The approximation, however, may be made very 
close by proper subdivision of the curve. 

{a) If the curve be circular, radii drawn from its ends to the 

centre of the circle will enclose, with the 
arc, a sector, as OABCO, Fig. 18. The 
area of this figure is equal to one-half the 
product of the radius by the developed 
length of the arc, /.^., the area of a circle 
whose radius is r is tt;^, that of a 60° sector 
= 7r^^/6; the circumference of the circle = 2 7rr, one-sixth of 
that circumference = •7rr/3 ; then Trf^/6 -5- irr/i = r/2. The area 
of a segment, as ABC A, Fig. 18, is evidently equal to that of 
the sector, less that of the triangle OAC formed by the two 
radii and the chord of the arc. 

If, then, a portion of the periphery of an area be a circular 
curve, a chord may be drawn to the arc, thus forming a segment, 
and the latter may be replaced by a triangle whose dimensions 
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are obtained as above. To make the operation entirely graphic, 
the development of the arc to form one side of the triangle 
which is equivalent to the sector, may be performed by stepping 
off along a tangent a section of the arc sufficiently small to 
make this subdivision of the arc practically equal in length to 
its chord, the latter being set off on the tangent as many times 
as it is contained in the arc. 

(6) For curvilinear peripheries in general, Culmann made 
use of the property of the pa- 
rabola by which the area of a 
parabolic segment, as ABCA, 
Fig. 19, is equal to that of a fig. 19. 

triangle whose base is the chord AC and whose altitude is equal 
to four-thirds of the perpendicular distance OB between the 
chord and the tangent DE parallel thereto. 

If an irregular curvilinear periphery be divided into small 
sections and each of these sections be regarded as a parabolic 
arc and its chord drawn, then the segments thus formed may be 
replaced by their equivalent triangles as above, a chord forming 
one side of each of these triangles. The polygonal periphery 
thus constructed may be rectified by the method of Art. 1 1 (d). 

PROBLEMS 

21. Find the area of a triangle whose altitude is 4 inches and base 6 
inches. 

22. The sides of a triangle are 8, 10, and 12. Find its area. 

23. Given the area of a triangle, 16; its base, 2.4. Find its altitude. 

24. Find the area of a quadrilateral whose sides are respectively 4, 5, 6, 
and 7 : {a) by the method of dividing it into triangles and finding the sum 
of the areas of those triangles ; {d) by the method of reducing to an equiva- 
lent triangle and finding the area of that triangle. 

25. Find the total area of the faces of a cubical block whose edge is 6. 

26. Find the difference in area between an ellipse and an inscribed circle 
whose centres coincide. 
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27. Find the area included between two circular arcs. 

28. Find the difference in area between a parabolic segment and the in- 
scribed triangle whose vertex coincides with that of the segment 

29. Find the area of a Carnegie angle iron, 6 x 6 x J, inches. 

30. Find the area between two parallel chords of a cirde, one of which 
subtends an angle of 45^ at the centre, and the other an angle of 50°, the 
radius being 8. 
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Fig. ao. 



forces: concurrent; non-concurrent, non-parallel. 

13. Definitions. The magnitude and direction jef^a"* force 
(Art. i) may be represented by the length ami inclination, re- 
spectively, of a straight line. Thus, if 
it be desired to represent a force of 150 
pounds acting at an angle of 60** with the 
horizontal, and if the scale be 100 pounds 
to the inch, the line OAy Fig. 20, having 
a length of 1.5 inches and the given angle, 
is drawn, the arrowhead being added to 
indicate that the force acts from O to A, 

Similarly, the line of action of the force and its point of appli- 
cation to the body may be represented, 
as in Fig. 21, by a line oa^ drawn in 
the given direction from the point of 
application, 0. 

In graphic statics, the forces consid- 
ered are complanar; /.^., all of their lines 
of action lie in the same plane. Non-com- 
planar forces may be treated by project- 
FiG. 21. ing them on the plane of the diagram. 

Concurrent forces y as oa^ ob, oc^ Fig. 21, . 

are those whose lines of action intersect in 
the same point, as (?, of a given body. With 
non-concurrent forces^ the points of applica- 
tion have different locations and their lines 
of action, if prolonged, do not meet at one 
point, as with ab^ cd, and ef Fig. 22. 
Parallel forces are non-concurrent forces 
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having their lines of action parallel, as ab^ cd^ ef^ Fig. 23. A 

couple consists of two parallel forces, equal in magnitude but 

opposite in direction, as ab and cd^ 

Fig. 24. The arm of a couple is the 

perpendicular distance, as ae^ between 

the lines of action of its forces. The 

effect of a couple, acting on a free, 

rigid body (Art. i), is to produce rota- ''b ^\ 

tion at uniform velocity about an axis fig. 23. 

J passing through the centre of gravity 
of the body. When a body is at rest 
or in uniform motion and hence in 
equilibrium, the application of a 
couple tends to cause change in its 
state of rest or motion and therefore 
Fig. 24. to produce non-equilibrium. When, 

however, the body, under the action of a couple, is in ^ 

uniform motion, it is in static equilibrium (Art. i). 

14. Parallelogram of Forces ; Composition and Resolu- 
tion of Forces, a 

The experimental 
demonstration of 
the principles of 
the parallelogram 
of forces is illus- ^1 
trated by the dia- 
gram, Fig. 25. 
As shown, three 
cords are tied together as at (? ; 
two of them are led over friction- 
less supports, as at A and B^ re- 
spectively; to the ends of the 
cords are attached the weights 
Wy W^y and W^^ so proportioned 
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that the sum of any two of them is greater than the third. 
Each of the weights will produce a corresponding tension in its 
cord, and when, under the action of gravity, the system assumes 
equilibrium, as shown in the figure, there will be three concur- 
rent forces, W, IV^, and W^g* acting from the common point of 
application O in the lines of action OA, OB, and OW, respec- 
tively. There is then laid off, on the scale adopted, Oa — W^ 
and Ob = W^, and the parallelogram Oacb is completed. The 
diagonal Oc, which is a prolongation of the line of action OW^ will 
be found to be equal, on the same scale as above, to the weight W, 

It is evident that the force Wy acting vertically downward, 
balances the forces W^j and W^, acting on the lines OA and OB^ 
respectively ; further, it is clear that the force W would also 
balance (exactly the equal force Oc = R, acting vertically up- 
ward from O. Hence, the force R is the resultant or equivalent 
of the two forces shown in magnitude and direction by the lines 
Oa and Ob. It follows, therefore, that the components of the 
force 7?, when resolved along the lines OA and OB^ are Oa and 
Oby respectively. The diagram thus illustrates the compositio7i 
of forces y in the combination of the forces Oa and Ob into the 
single force R ; and the resolution offorces^ along given lines, in 
the determination of the components Oa and Ob of the force 
Ry resolved along the lines OA and OB^ respectively. 

The relation of the resultant to its components may also be 
found analytically. Thus, Fig. 25, let be the angle between 
the forces Oa and Ob ; from c drop the perpendicular cd on the 
line 0B\ then the angle cbd=0 and the side bc = Oa= W^, 
From the right-angled triangle Ocd we have : 



0c''^0d^-\-7d^] 

^ {Ob ^- bdf ^-~c^ \ 

= 0b^'^20bx bd^ bd^ + cd 

=^ b? ■\-'0P-{' 2 Ob X be cos 0', 

R^= lVl-\- IVl +2W^W^ cos 0, 
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15. The Force Triangle. Inspection of Fig. 25 shows that, 
assuming the side Ob of the parallelogram to be replaced by its 
equivalent ac, the force R is the resultant of two forces, Oa and 
aCf which form with it the triangle Oac^ and which have direc- 
tions opposed to that of R in passing around the sides of the 
triangle from and to any one of its vertices. 

As is shown by Fig. 26, either of the forces Oa and ac may 
also form the diagonal of a parallelogram of forces whose sides 
- are the equivalents of R and the other of the two 

1^^ forces, and is, hence, the resultant of R and the 

I ^^ latter force, providing the directions of the three 

forces be such that that of the resultant opposes 
those of the other two in passing around the tri- 
angle. Thus, the force Oa is the resultant of the 
forces, ea^ R and Oe = ac^ if the direction of the 
latter be reversed. Similarly, the force ac is the re- 
sultant of the force af^R and oi fc == Oa^ 
reversed. 

In general, then, in any triangle whose sides rep- 
resent forces, any one of the sides is the resultant 
of the other two, the directions of the three forces 
being such that that of the resultant is the reverse 
of those of the other two forces in passing around 
the triangle. Further, if the forces are in equilib- 
rium, the resultant will be replaced by an equal and 
opposite force, and the directions of the three forces, 
in passing around the triangle, will be the same. 
In the Force Triangle thus formed, there are, for concurrent 
forces acting from a given point, but two particulars as to each 
force to be determined — its magnitude and its direction. If, 
of the six elements thus required to draw the triangle, any four 
are known, the remaining two may be determined by various 
geometrical constructions. With non-concurrent forces, the 
lines of action must also be found, by methods to be given later. 
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16. The Force (Vector) Polygon. In the force polygon, the 
methods employed in the construction of the force triangle are 
extended to cover systems comprising more than three forces. 
It is evident that such a polygon may be divided by diagonals 
into triangles and the diagonal forming the resultant of each 
triangle be combined with the succeeding force to obtain a new 
resultant, until the final resultant or its reverse, the force neces- 
sary to maintain equilibrium, is determined. 

Thus, Fig. 27, let j, 2, j, 4, and 5 represent in magnitude and 
direction concurrent 
forces acting from the 
point o ; in Fig. 27^, lay 
off each side, as a6, par- 
allel and equal to its cor- 
responding force, as oi, 
thus forming the Force 
Polygon^ abcdef'y draw 
the diagonals ac^ ad, and ae. Then, the diagonal ac represents 
a force 6 which is the resultant of forces i and 2 ; similarly, ad, 

or 7, is the resultant of forces j 
and 6 ; and finally the force of, 
or R, is the resultant of forces 
5 and 8, and therefore of the 
entire system, while the equal 
but reversed f orce,/<a;, or p, is the 
force which must be applied at 
the point o to secure equilibrium. 
With regard to the force polygon, it will be observed that : 
{a) For equilibrium, the polygon must close; i,e,, the final side 
representing a force must termi- 
nate at the starting point, as a, 
Fig. 27 a, of the polygon. If the 
polygon does not close, as with 
abcdefy there is a resultant force, 
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as afy which will tend to produce non-equilibrium and a motion 
of translation. Conversely, with concurrent forces, if the force 
polygon closes, equilibrium exists. With non-concurrent forces, 
as will be shown, the closure of the polygon does not fulfil all 
of the conditions for equilibrium. 

{b) Since the final side of the polygon represents, in magni- 
tude and direction, the resultant of all the forces of the polygon, 
if its direction be the reverse of those of these forces in passing 
around the polygon, it is evident that, by starting at a different 
vertex, any side may become the final side, and hence any side 
of the force polygon represents the resultant of all the other forces 
forming the polygon^ the direction of this resultant being as 
stated above. 

{c) As with the force triangle, the elements needed to con- 
struct the complete polygon are the magnitude and direction 
of each force. If all but two of these elements are known, the 
remainder can be determined geometrically and the polygon 
laid out. Thus, if there are n forces, the total number of ele- 
ments required will be 2 «, and the number which must be 
known is 2 « — 2. 

17. The Force Polygon is Essentially the Graphic Addition of 
Forces. As forces are represented by lines, as lines can be 
added or subtracted by the methods of graphic arithmetic, and 
as the chief purpose of the force polygon is to obtain the result- 
ant of the forces comprising the system, it follows that the force 
polygon is, in effect, a method of obtaining the algebraic sum 
of the forces when projected upon coordinate axes, the sums of 
these components of the forces giving the similar components 
of the resultant. 

Thus, Fig. 28, let abc be a force triangle and a^b\ Vc\ and 
tf"^", ^'V be the projections of the forces upon the axes OX 
and OYy respectively. Then, taking the distances on the axes 
and proceeding from the origin as positive, and the similar 
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distances proceeding toward the origin as negative, we have, 
as the algebraic sum of the components of the forces: 

the right-hand members of 
these equations giving the 
components of the result- b* 
ant ac. c* 

Hence, it is evident that 
it is immaterial in what 
order the forces are taken 
in drawing the force poly- 
gon. Thus, in Fig. 2ja, the order is i, 2, j, 4, 5; in Fig. 27^, 
it is 2, 4y I, 3, 5; and, in the latter, the resultant, a'/', is the 
same, in magnitude and direction, as the resultant a/ in the 
former figure. 

18. The Force Polygon as Applied to Non-concurrent Forces. 
It is an axiom of statics that, when a force acts on a rigid body, 
the effect of the force will be unchanged at whatever point in its 
line of action it be applied, if this point be within the body or be 
rigidly connected with the body. In graphic processes, this 
principle may be extended, in the determination of lines of 
action, to points of application which lie beyond the limits of 
the body. 






Fig. 29. 



Fig. 29 a. 



Thus, Fig. 29, let the forces i, 2, j, and 4 act on a rigid body. 
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Prolonging the lines of action of forces / and 2 until they inter- 
sect at Vy we have two concurrent forces, iV and 2b\ to which 
the principle of the force triangle may be applied. Therefore, 
Fig. 29 a, draw the triangle abc^ and ca or force 5 will be the 
resultant of the two forces in magnitude and direction, which 
resultant may be assumed to act at any point in the line Vs 
drawn from V and parallel to ca. Proceeding thus, we have 
next the lines of action of the forces j and 5 intersecting at r', 
giving the force triangle acd^ the resultant da^ and the line of 
action <^6, Similarly, the lines of action of the forces 4 and 6 
intersect at d\ giving the line of action rf'7, at any point of 
which, within the body, the force 7, which is the resultant ea of 
the four forces, may be assumed to act. From the construction 
as above, it is evident that the methods of the force polygon, 
as abcde^ Fig. 29 a, may be applied, in precisely the same way as 
with concurrent forces, to a system of non-concurrent forces, as 
^» ^, J» 4> Fig- 29, and the resultant ea determined in magnitude 
and direction. 

The force polygon alone is, however, insufficient for the full 
solution of problems relating to non-concurrent forces, since : 
^ ^ {a) It gives only, as in Fig. 29 a, the 

magnitude and direction of the resultant 
ea^ but not its line of action rf'7. Fig. 29, 
which must be found either as in the latter 
figure or by the use of the equilibrium 
polygon, to be described shortly. The 
\ methods of Fig. 29 are cumbrous, and, 
further, if the lines of action of the forces 
approach parallelism, their points of inter- 
section, as b\ c\ d\ will lie beyond the 
limits of the drawing. 

{b) Again, with concurrent forces, if the 
force polygon closes, equilibrium exists; with 




I 
Fig. 30. 



non-concurrent forces, this is not always the case. Thus, Fig. 30, 
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let I, 2^ J, be three concurrent forces in equilibrium ; draw the 
force triangle, abc^ Fig. yya^ which closes, since equilibrium 
exists. Now, remove the force / to a new line of « 

action, (?'/, to the right of, but parallel to, O/, the 
system thus becoming non-concurrent so far as the 
force O'l is concerned. The force triangle still closes, 
but equilibrium does not exist, since the forces (71 and 
J have a resultant a'2\ equal in magnitude and oppo- 
site in direction to the force 2 and ha\'ing a different 
point of application ; />., this resultant forms a couple 
^th the force 2, which couple tends to produce a 
motion of rotation and, hence, non-equilibrium. In 
general, as in this case, when the farce polygon closes but cquilib- 
rium does not exists there is a resultant couple. 




Fig. 30 tf. 



19. Jointed Frame In Equilibriiim mider the Action of External 
Forces. Let Fig. 31 represent a polygonal frame composed of 

straight bars united 
to each other by 
joints A"j • • • K^ 
the bars being 
sufficiently rigid 
to withstand the 
tensile or com- 
pressive stresses 
resulting from the 
external forces 

P\'" ^sf applied 
at the joints. 




Fig. 31. 



Assume the frame to be in equilibrium under the action of 
this system of external forces. Then, at each joint, as K^, the 
external force Pj must be in equilibrium with the internal 
forces or stresses Si and S'g, produced in the bars A'lA^j ^^^ 
K^K^y respectively, the resultant of these stresses being a force, 
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P\f equal and opposed to P^ and assumed to act at the joint 
ATj. Similarly, the force P^ will be held in equilibrium by the 
forces S\ and S^, S\ being — for equilibrium along the line 
ATjATj — equal and opposed to Sy The conditions are similar 
at the remaining joints, K^ AT^, and K^, 

Each system of three forces in equilibrium, as P^, S^^ and 
^'5, combines to form a force triangle, as oaby Fig. 3 1 a. The 

next system forms the 
triangle obc, the side ob 
being common to the 
two triangles, since the 
internal forces 5' and 
S\ are equal in magni- 
tude and have the same 
line of action K^K^ 
parallel to ob. This 
condition as to a com- 
mon side holds for each 
pair of consecutive tri- 
angles. Hence, the five 
triangles can be combined to form the closed force polygon, 
abcdcy and the lines, oa - - ' oe, representing the stresses in the 
bars, will intersect at one point o. 

The character of the stresses is shown by their direction with 
regard to the joint at which they act. Thus, at ATj, the direc- 
tion of Pj is from a to b, Fig. 31 a, and hence that of 5^ is from 
b to o, or away from Ky Therefore, the stress is tensile. Had 
5i acted toward K^t the stress in the bar would have been com- 
pressive. The tensile stress existing in the bar KyK^ forms, 
with regard to the joints K^ and ATg, the internal forces S^ and 
5'i, respectively. 




20. The Equilibrium (Funicular or Cord) Polygon. The poly- 
gon A'l • • • A'g, Fig. 31, is called the Equilibrium or Funicular 
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{Cord) Polygon^ although the latter term is ooZt strictZv app icable 
when the stresses in the sides of the polygon are tensile through- 
out. If, as in Fig- 31, a system of externa! forces P\- " P^ act 
on a rigid body, the equilibrium polygon ma}' be assunied to be 
substituted for the bodv, since i ArL 18 1 a force mar be consid- 
ered as applied at any point in its line of action. 

Under these conditions, the eqidlibrium polygon is assumed 
to consist of a system of rigid rectilinear bars or sides, K^K^ • - - 
K^K^^ the adjacent ends of each pair of consecutive sides inter- 
secting at any point in the line of action of one^of the external 
forces. The vertices A'j - - - K^ thus formed at these intersec- 
tions, are ciXi^tA Joints or Xodes, The sides of the polygon are 
parallel, respectively, to the Rays^ 2& oa -- - oe^ Fig. 31 tf, drawn 
from the Pole o. 

Each joint is thus the point of application of three concurrent 
forces in equilibrium — one an external force, the other two the 
internal forces or stresses produced by the external force in the 
two sides intersecting at this joint. Since each end of each 
side intersects the line of action of an external force, each side, 
as K^K^ forms the line of action of two internal forces, as S^ 
and 5'|, equal in magnitude but opposite in direction, acting, 
respectively, from the joints A\ and K^ ; the magnitude of each 
of these stresses is given by the length of the corresponding 
ray, as 06, Fig. iia. 

It should be borne in mind that the equilibrium polygon does 
not form, for the internal forces, a force polygon, as described 
in Art. 16; since its sides represent simply the lines of action 
of these forces, they do not give the magnitude of the latter, 
and each side is the line of action of two equal and opposite 
forces. 

With regard to the equilibrium polygon, it will be obser\'ed 
that: 

(a) For any system of complanar forces y the number of equilib- 
rium polygons which can be drawn is infinite^ since the essential 



34 GRAPHIC STATICS 

requirements are only that the sides of the polygon shall be 
parallel to their corresponding rays and that consecutive sides 
shall intersect on the line of action of an external force. Hence, 
with a fixed location of the pole as in Fig. 3 1 ^ , the polygon 
may be begun at any point of one of such lines of action, and 
other polygons starting at different points of the same line will 
be, in general form, very different from the first polygon, although 
the corresponding sides of all will be parallel. 

Again, the polygon will fulfil the essential requirements as 
above, whether the pole o be located at any point within or 
without the force polygon, Fig. 31 a. Therefore, the location 
of the pole may be selected at pleasure and the rays drawn ; 
and, for each of such locations, any number of equilibrium poly- 
gons may be constructed. 

(b) For the equilibrium of a system of complanar^ non-concur- 
rent forces^ both the force and equilibrium, polygons must close. 
It has been shown (Art. 18) that the methods of the force 
polygon may be applied to a system of non-concurrent forces ; 
hence (Art. \6a\ for equilibrium, the force polygon must close. 
This requirement exists also for the equilibrium polygon, as 
may be seen by considering a system of external forces in non- 
equilibrium. Thus, in Fig. 31, let the external force P^ be 
removed to the right to a parallel line of action d^e\ which 
removal will destroy the equilibrium of the system and, as shown 
in Art. 18^, will produce a resultant couple, although the force 
polygon abcde will still close. The equilibrium polygon, how- 
ever, will not close, since the sides K^^ and K^(^ ^ when drawn 
as before parallel to the rays od and oe^ respectively, will inter- 
sect the new line of action at different points rf' and ^ ; hence, 
as the polygon does not close, the equal and opposite internal 
forces ^8 and S\ which for equilibrium should neutralize each 
other, will have different lines of action, and non-equilibrium 
will exist. 

That the closure of the polygon is essential for equilibrium 
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is clear also from a consideration of the conditions governing 
its construction. Each of the external forces, as P^^ is main- 
tained in equilibrium by the resultant internal forces, as S^ and 
S\ ; each side of the polygon is in equilibrium because it is the 
line of action of two equal and opposite internal forces, as S^ 
and S\. Assuming the first four sides of the polygon to be 
thus held in equilibrium, there remain the internal forces ^. 
and S'^ which, as given by the ray ai, are equal in magnitude 
and opposite in direction. Hence, in order that these forces 
shall neutralize each other and equilibrium shall exist in the 
system, they must have the same line of action K^K^^ and the 
polygon must close. 

{c) With regard to the number of known elements necessar}- 
for the construction of the equilibrium polygon, it is evident, 
since the sides of the polygon are parallel to the rays and since 
the rays intersect at the pole, that if the external forces are 
known and in equilibrium, and if the directions of two consecu- 
tive sides of the polygon be assumed, the directions of the 
remaining sides and the magnitudes of the stresses which they 
represent can be found. 

Again, if the lines of action of external forces in equilibrium 
and the magnitude of one force are given, and if the form of the 
equilibrium polygon be assumed, the magnitudes of the remain- 
ing external forces can be determined. 

21. Resultant of Complanar, Non-concurrent Forces. The 

properties of the equilibrium polygon make it possible to deter- 
mine fully the resultant of a number of consecutive forces form- 
ing part of a system of complanar, non-concurrent forces in 
equilibrium. Thus, let P^ - - - P^ Fig. 32, be the lines of action 
of the system. Construct the force polygon, Fig. 32 ^?, locate 
the pole o, draw the rays, lay out the equilibrium polygon 
Ki ' • ' K^ and determine the character of the stresses in its 
sides. 
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Now, assume the polygon to be cut into two sections, one to 
the left, the other to the right, of the line FG^ which intersects 




Fig. 32. 

the sides K^K^ and K^K^. It is evident that, if there were no 
stresses in these sides, forces equal in magnitude and the same 
in directions and lines of action as the internal forces S-^ and 
S\ would be required to maintain in equilibrium the left-hand 

section of the polygon, and that 
a similar requirement holds as 
to the right-hand section and 
the internal forces S\ and S^, 
Hence, the internal forces 5, 
and S\ hold in equilibrium the 
external forces, P^^ P^, and P^^ 
in the left-hand section, and 
similarly the internal forces S\ 
and S^ hold the forces P^ and 
-P3 and P^ in equilibrium. This 
is evident, further, from the 
force polygon, since the diagonal be represents the resultant of 
the forces S^ and 5'^, and is equal in magnitude and opposite in 
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direction to the diagonal eb which is the resultant of the forces 
P^P^j and Py Similarly, eb represents the resultant of S\ 
and S^ and is equal in magnitude and opposite in direction to 
be, the resultant of P^, P^, and P^. 

Since the intersection of the lines of action of two forces is a 
point in the line of action of their resultant, the line of action of 
the resultant of the internal forces S^ and 5'^ can be determined 
by prolonging the sides S^K^ and S\K^y until they meet at the 
point H. Through Hy and parallel to be, draw HR, the line of 
action of the force R, the resultant of S^ and S\y whose magni- 
tude is given by the length of the line be ; the resultant of the 
external forces P^ P^y and P^ is R^ identical with R except 
that it is opposite in direction. Since the system /'j • • • Pg is 
in equilibrium, the resultant of the forces P*^ /'g, and P^ is equal 
in magnitude but opposite in direction to R^^ and has the same 
line of action. 

The internal forces ^^ and 5'^ constitute a single tensile 
stress (Art. 19) in the side K^K^y which stress is equivalent to 
two equal and opposite forces having the same line of action, 
when considered with regard to its effect upon the joints K^ 
and K^\ similarly, the internal forces S^ and S\ represent a 
tensile stress in the side K^K^. It will be seen, then, that at 
any section, as FGy the external forces are held in equilibrium 
by the stresses at that section — a principle which is of funda- 
mental importance in the analysis of the stresses in beams. 

22. Equilibrium of Complanar Forces. The principles estab- 
lished in the foregoing articles for the equilibrium of a system 
of complanar forces are : 

{a) For concurrent forces y the force polygon must close. Con- 
versely, if the force polygon closes, the system is in equilibrium. 

(V) For non-concurrent forces y both the force and equilibrium 
polygons must close. Conversely, if the force polygon and any 
equilibrium polygon close, the system is in equilibrium. 
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PROBLEMS 

31. A rope 14 feet long supports a weight of 100 pounds festened at a 
point 8 feet from one extremity. If the supports are 10 feet apart and at the 
same level, what is the tension in each portion of the rope ? 

32. Two forces of 8 and 10 units act at an angle of 30° with each other. 
Find the magnitude and direction of their resultant. 

33. Three forces, 15, 20, and 25 pounds, act on a particle at angles 30^, 60% 
and 120^^, respectively, with the axis of abscissas. Find a simpler equivalent 
set of two forces, acting at o^ and 135° with the same axis. 

34. A flag weighing 3 pounds is blown horizontally by the wind with a 
force of 4 pounds. What is the tension in the halliards ? 

35. Forces of 9, 12, 15, 18, 21, and 24 pounds act along the radii of a 
regular hexagon from the centre. Find the magnitude and direction of their 
resultant. 

36. Find the forces acting on the rafters and tie rod of a simple triangular 
roof truss of 24 feet span and 4 feet depth, if it supports a load of 5 tons at 
the apex. 

37. A rectangular box containing a ball weighing 160 pounds is tilted 
about one of its lower edges through an angle of 40°. Find the pressure be- 
tween the ball and the box. 

38. What is the resistance which a stone 4 inches high offers to a wheel 
4 feet in diameter passing over it if the wheel with its load weighs 4 tons ? 

39. What is the pressure on the crosshead guides of an engine, if the 
piston pressure is 25,000 pounds and the maximum angle made by the con- 
necting rod with the line of action of the piston is 15°? 

40. A ladder 30 feet long weighing 120 pounds leans against a smooth 
vertical wall, and makes an angle of 60^ with the ground. A man of 180 pounds 
weight stands on a rung halfway up the ladder. What is the horizontal thrust 
on the ground ? 

41. A weight of 600 pounds is supported by a rope 12 feet long. What 
force, acting horizontally, is necessary to carry the weight 4 feet out of its 
perpendicular ? 

42. The length of the string of a conical pendulum, whose mass is 2 pounds, 
is 3 feet and the angle of inclination to the vertical is 45°. What is the 
tension ? 
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*3. A pair of shear k^i? 25 ^5 iss r^ Vti=l nzs^irrr^ caci Ji:^ zrvr:sz tc 
feet k>i^. The back kg i$ go iecc T^ pusnc ic ^1* jt^* saiics ix 2zx^ :r 
30^ with the Tcrtkal- Wiai s ibt ac7ess> jr tiic jc^ w^iet a -•■s^- a 5; -.c^ 
is supported ? 

44. The ph of a deride » rDcf-si*^ je: 5=' t: ire T-r*jzal ltit tjre ":c»:« 'q: 
lift is attaxjied to a poc::: tcxlZj zi^er rnjt imc :c *lu; : : 2: i bs^t tc^zil t: 
its length. Find the tessLoc in ibe Zi: aad in* tir^sc jl lie jT: -wrrts ifi i^ 
6 tons. 

45. Let the forces i^jl j. j.j ac dc a rl^-ji i^Dirj ij; r:r z*^ sofas ze a 
r^^ular pentagon, taken in orasr. Fi^ ibe sa^rjtijie azid dr^tr.ic 3C tit-r 
resultant. 

46. Take the josnted fraae. Fig. 31- ass=i:Lg P. aad /"i kar**^ i= ±rtc- 
tion and magnitude. De^cnzui^ tbe =ig=.rr.oe asd dirBCD::^ of /*. /'^ /^, 
that the frame maj be in eqjflib^= 
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23. Force Polygon for Parallel Forces. The force polygon 
for a system of parallel forces is a straight line. Thus, Fig. 33, 

let P^ '" Ph represent the lines 
of action of a system of com- 
planar parallel forces in equilib- 
rium, the magnitude of the 
forces being known. In Fig. 
33 ^ lay off the three consecutive 
E' downward forces P^, P^, P^, on 
^ the straight line ad, making 
ad = the magnitude of Pi, be 
that of P^y and cd that of P^, 
Draw the equilibrium polygon 
ABCDE and the ray Oe parallel to the closing side AE, Then 
de = P^ and ea = P^. p 

Since the system is in equilibrium, the 
sum of the magnitudes of the downward 
forces must be equal to the similar sum of 
the upward forces. Hence, ad=da; the 
forces, as set off, start from, and return to, 
the same point a ; and the line ad — da 
represents a closed force polygon for the 

system, the points a, d, c, d, e 
corresponding with the ver- fig. 33*1. 

tices of the force polygon for non-parallel forces. 
If, as in Fig. 33 by the force P^ be replaced by a 
force P^ acting upward, then a^V ^P\y b^f=^ P^ 
f(t = Pg, d^g^ P^y ga* = Pay and the equilibrium 

40 





PARALLEL FORCES; COUPLES; CENTRE OF GRAITITY 4! 



polygon is A^B^C LfE. In either case, the location of the pole 
O may be selected at pleasure and the rays Oa^ Ob^ etc, drawn 
as described previously for non-pandlel forces. Preferably, the 
pole should be located, as in Fig. 33 a, opposite the middle point 
of the force line ad and at a pole-distance dh = ad/ 2^ the rays 
Oa and Od being thus at right angles to each other. For 
clearness, the forces are shown, in magnitude and direction, at 
the right of Figs. 33 ^ and 33*, although this construction 
forms no part of the polygons. 

24. Equilibrium of Parallel Forces. Consider : 
(^) Three forces in equilibrium^ zs P^ -" P^ in Fig. 34, the 
lines of action and directions of all of the forces and the magni- 
tude of one, as Pi, ^ 
being known. It is P^^ 

I "^ ' .^ 
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required to determine 
the magnitudes of P^ 
and P^. Evidently: 

and, taking moments 
(Art 35) about the 
point C\ 

P^y^BC^Pi xAC 
r. P2 = PiyiAC/Ba 

Such a problem 
may be solved graphi- 
cally in various ways : 
by graphic arithmetic, by the resolution of forces, or by the 
force and equilibrium polygons. 

Thus, in the first case, inspection of the last equation shows 
that it is necessary only (Art. 6 a) to construct two similar tri- 
angles of such form that their sides P^ Pj, AC, and BC shall 

give the proportion : 

P^iP^::AC:BC 




Fig. 34. 
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Hence, from B, the point of application of Pj* draw BD par- 
allel and equal to P^^ and from D draw the line CD joining the 
latter point with the point of application of P^. Then, the 
triangles ACF and BCD are similar and : 

AF:BD::AC:BC, or 

AF=^ P^ X AC/BC = P^, and 

P^=- P^- P^^ AE - AF^ ER 

For the second solution, join uE'^wth B and C and resolve 
(Art. 14) the force P^ on the lines ED and EC^ giving thus the 
forces EG and EK^ respectively. Resolve each of the forces 
into components parallel to the line BC and to the lines of 
action of the forces P^ and P^. If we consider the forces EG 
and EK as applied at the points B and C, respectively, their 
horizontal components, EH and EL^ will neutralize each other 
and the vertical components, HG and ZAT, will be equal in 



P. 



magnitude but opposite in direction to 
P^ and Pg, respectively. 

To solve by the force and equilib- 
rium polygons, lay off Ba=^ P-^, locate 
the pole O, and draw the rays OB and 
Oa, From any point, as B, on the line 
of action of P^ draw the side BAT of the 
equilibrium polygon meeting the line of 
action of P^ at M\ from iWdraw MN 
parallel to Oa and cutting the line of action of 
7^8 at N\ from N draw NB, completing the 
polygon. Then, draw the ray Ob parallel to 
NB, and bB = P^ and ab = P^. 

In this example, the forces have been as- 
sumed, for convenience, as vertical. They may 
be inclined at any angle, the only requirement 
being that they shall be parallel. By similar methods for a 
similar system, the magnitude of the force P^ can be determined 




Fig. 35. 
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when the magnitudes of P^ and P^ and the lines of action of the 
three forces are known. 

(^) Four forces in equilibrium and unequal in magnitude. As 
a further example, consider the system shown in Fig. 35, in 
which the hnes of action and directions of the forces /\ • • • P^ 
and the magnitudes of the forces P^ and P^ are known. 

On the line ac parallel to the lines of action of the forces, lay 
off the force polygon, making ab^P^ and bc=^P^\ locate the 
pole and draw Oa^ Ob^ and Oc, From any point, as A^ on the 
line of action of P4, draw the side AB of the equilibrium polygon 
parallel to the ray Oa ; make BC parallel to Ob and CD parallel 
to Oc^ and draw the closing side AD, Then, draw the ray Od 
parallel to the side AD^ and cd=^ P^ and da = P^, since, as the 
system is in equilibrium, ac^ P^-\- P.^ = ca^ P^-^- P^^ is a closed 
polygon. 

25. ComiK>sition and Resolution of Parallel Forces. The com- 
position and resolution of complanar parallel forces may be 
effected by methods similar to those already described. In the 
composition of a system of forces, the object is either the deter- 
mination of an equivalent system having a smaller number of 
forces than the given system or of a single force which is the 
resultant of the latter system. In the resolution of forces, a 
system of two or more forces is found which is the equivalent 
of the single force given, the latter being thus the resultant of 
the system to be determined. 

{a) Composition of parallel forces. In Fig. 36, let P\' - P^ 
be a system of complanar parallel forces whose magnitudes, 
directions, and lines of action are known, and let it be required 
to replace this system by two forces, P^ and P^, which are to be 
parallel to those of the given system, whose lines of action 
shall pass through the points G and //", respectively, and whose 
magnitudes are to be determined. 

Construct the force polygon ab^ P^ • • • de = P^\ draw the 
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TiarxJiel to Ca^ BC to 
•".', err, : draw the ray 
r-' r.£raljel to the side 
/!-£. I: the six forces 
a system in 









1 



^ 





Fig. 316. 
the forces Z', • - 



eq:^:l:!?riuiii, they 
^ v:.Lii be represented 
rj tbe Closed equi- 
libria la polygon 
ASC^'EF and by a 
cjoaed force polygon, 
nJ-da^ the distance 
fr:d r toy" and from 
■ /'to M being equal to 
the upward forces, /j 
3LDd/^ Since the two 
litter forces would 
thus boM the system 
/*j — P^ in equilib- 
rt-m, it is e\iier:t that the forces P^ 
azi /^u. ecual ia magnitude but 
orr»:-^te in direction to /§ and f^ 

are e^wivAlent to the system P^ 

i> 

' -r 

The cacnirjde of the resultant 
K of the system P^ - - - P^is given 
by the distance ra in the force poly- 
g.^a, !>., the magnitude of the 
force r which is necessary to hold 
the four forces in equilibrium. 
Considering the equilibrium and 
force polygons as now limited to 
P^ and r, the former polygon is begun at any 
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point B on the line of action of P^ and is drawn as before to the 
point E ; then, from B and E^ the sides BK and EK are drawn 
intersecting at K and parallel respectively to the rays Oa and 
Oe ; the complete polygon is now BCDEK, The intersection 
A" is a point on the line of action of the force r and therefore of 
the resultant R^ the latter being equal in magnitude but opposite 
in direction to the force. ^ 

(J?) Resolution of parallel forces. The 
decomposition of a force into two or 
more parallel components Is the reverse 
of the operation just described. Thus, 
Figs. 37 and 37^7, let ABC and Oab 
represent respectively the equilibrium, 
and force polygons of a system of 
forces P^t P^ and P^ in equilibrium 
and let it be required to replace the 
force P^ by the equivalent system P^ 
and P^y whose lines of action pass 
through the points D and E^ respec- 
R fl tively, one on each side of 

j[^^\^ the force P^. In Fig. 37, 
prolong the lines of action 
of P^ and P^ until they in- 
tersect the equilibrium polygon at F and G, respec- 

FiG. 37^. tively; connect F and G, the complete polygon 
becoming AFGCA. In Fig. 37 b^ draw the ray Od p, 
parallel to the side FG. Then, ad=^ P^ db = P^ 
and ad-^ db=^ P^-\- P^z= P^. 

If both of the required components are on the 
same side of the force P^, the method is similar. 
Thus, Fig. 37, let it be required to resolve Pi into 
the two parallel forces P^ and P^, whose lines of action pass 
through the points K and L, respectively. Prolong the line of 
action of P^ until it intersects the side AB of the equilibrium 






Fig. 37 d. 
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polygon at the point M\ similarly, let the line of action of P^ 

meet the side CB produced at the point N\ 
connect M and iV, the complete polygon be- 
coming AMNC. In Fig. 37^, draw the ray Oe 
parallel to the side MN. Then, ae = P^, eb = P^^ 
and eb— ae^ P^ — P^^ P^, the direction of the 
force P^ being upward and that of P^ downward. 



26. Parallel Forces Equal in Magnitude and 
with Lines of Action at Equal Distances Apart. 

In Fig. 38, let the forces i • • • 7 be parallel, equal 
in magnitude, with lines of action at equal dis- 
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tances apart, 
and be held in 
equilibrium by 
the two equal 
forces, Q and 
10, whose lines 
of action are 
parallel to 
those of forces 
/ • • • 7, the dis- 
tance between 
forces 7 and g 

or / and 10 being one-half that between 
forces / and 2, or 2 and j, etc. 

Draw the force polygon Oay and the 
equilibrium polygon ABCDEFGHK, Then, 
in the former polygon, the force 9=^7, 8, 
force 10 = 8, ^ , and the resultant, R = a^ 7 ; 
the lines AL and KLy drawn parallel to the 
rays Oa and Oy, respectively, intersect at Z, j_ 
a point in the line of action of the resultant. 

Draw the line bEh parallel to the closing 
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Fig. 38. 
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side AMK. The lines of action of the forces meet bEh at the 
points b^ Cy d ' ' ' h. It will be found that : 

Cc:Dd:\E?:Ed^\ 

i,e.y that the points C, A and E lie on a parabola, since it is a 
property of that curve that its abscissae are as the squares of 
their ordinates. This relation exists also for all other points in 
the line A ' • - E > > - K, If therefore, as in the case of a beam 
uniformly loaded, the system / • • • 7 be replaced by an infinite 
number of equal and parallel forces infinitely close together, 
the broken line A - - * E - - - K will become a parabola, whose 
vertex lies at E^ the middle and lowest point of the curve. 
Since the vertex of a parabola bisects all subtangents, EM^ 
LM/2, If the pole O of the force polygon be moved vertically 
so that the closing line or chord ^AT is inclined to the hori- 
zontal, the corresponding curve A - - - E - - - K will still be a 
parabola, but its vertex will lie to the right or left, as the case 
may be, of the line of action of the resultant, which line will 
still be ML. 

27. Couples. A couple (Art. 13) consists of two parallel 
forces which are equal in magnitude and opposite in direction. 
The arm of a couple is the perpendicular distance between the 
lines of action of the forces. The moment of a couple is the 
product of one of the equal forces by the arm. The tendency 
of a couple is to produce rotation. Two like couples — i.e,y tend- 
ing to cause rotation in the same direction — of equal moment 
in the same plane produce equal effects. Two unlike complanar 
couples of equal moment balance each other and equilibrium 
exists. The moment (Art. 35) of a force with respect to a point 
is the product of the force by the perpendicular distance from 
its line of action to the point. Consider : 

{a) Two complanar couples in equilibrium. In Fig. 39, the 
couple P\P^ is given in magnitude, direction, and lines of 
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actiotii and it is required to find a complanar couple which will 
produce equilibrium. As there are an infinite number of unlike 
couples which will satisfy the conditions of equilibrium, Le., 
having a moment equal to that of the given couple, assume the 
force P^ in magnitude, direction, and line of action. From 
these conditions, there must be determined the line of action of 
a force, P^y equal in magnitude and opposite in direction to /'g, 

the arm of the couple 
P^P^ being such that 
its moment shall be 
equal to that of the 
couple PiP^' To se- 
cure equilibrium, both 
the force and equilib- 
rium polygons must 
close. 

Lay out the force 
polygon, making 

ab = P^y ba = P^ ac = Pg* ^^^ ^^ = ^^'f 
draw the rays Oa, Ob, and Ocy selecting 
any location for the pole O. Begin the 
equilibrium polygon at any point, as A, on 
the line of action of Pj, making the side 
AB parallel to Oby BC to Oa^ CD to Oc^ 
and AD to Oa, The sides AD and CD intersect in a point D on 
the line of action of the force P^^ as that force is, in the force 
polygon, held in equilibrium by the forces Oc and Oa. Since 
thus both the force and equilibrium polygons close and the 
couples are unlike, equilibrium exists and hence : 

Force P^ x ann EF^ force P^ x arm EGy 

as can be shown analytically or by graphic arithmetic. 

ib) Three complanar couples in equilibrium. In this case, 
Fig. 40, there are given, in magnitude, direction, and lines of 
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action, two like couples PiP^ ^n<i PtP^ 2n<i one opposing couple 
P^P^ the magnitude of whose forces, to secure equilibrium, is 
to be determined. 

Construct the force polygon abcd\ although this polygon 
closes, it is incomplete, as it lacks the forces P^ and P^ which are 
required for equilibrium. Draw the rays Oa • • - Od\ starting at 
any point, as A^ 
on the line of 
action of Pj, lay 
out the equilib- 
rium polygon, 
making the side 
AB parallel to 
Ob, BC to Oc, 
CD to Od, and i; 
DE to Oa ; draw 
AF parallel to 
Oa, since Oa 
aids in maintain- 
ing the equilibrium of /'i at the joint 
A, Connect the intersections E and 
F, on the lines of action of P^ and P^ 
by the closing side FE. Finally, draw 
the ray Oe parallel to the side EF 
and intersecting at e the line ae drawn 
parallel to the lines of action of P^ and P^. Then, cu represents 
the magnitude of those forces, and the complete polygon is 
abcdaea. As both the force and equilibrium polygons close, 
equilibrium exists. Hence : 

Force P^ x arm GH=^ force P^ x arm KL -{■ force P^ x arm GM, 

since, for equilibrium, the moment of the opposing couple 
must be equal to the sum of the moments of the two like 
couples. 
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28. Centroid; Centre of Gravity. The centre of g^vity is 
virtually the centroid or centre of a system of parallel forces. 

Consider : 

{a) Centroid of two 
parallel forces. In 
Fig. 41, let P^ and 
P^ be two parallel 
forces acting from 
the points of appli- 
cation ^ and ^, re- 
spectively. Draw the 
force polygon Oac^sA 
the equilibrium poly- 
gon ADE\ the re- 
sultant R^P^+P^ 
acts on the line CD, 
the point G dividing 
the line AB into seg- 
ments, AG and BG, 
which are inversely 
as the forces applied 
at A and B respec- 
tively. 

Now, revolve the forces P^ and Pg ^ibout their points of 
application, forming the system of parallel forces Pi and -Pg'* 
whose force and equilibrium polygons are O'a'c' and A^D'E\ re- 
spectively. The resultant R' acts on the line GD' which inter- 
sects AB at G. With the same relative locations of the poles O 
and (9', the construction of the force polygon O'a'c' is unneces 
sary, since the sides of the equilibrium polygon A^ D^ E are at 
the same angle with the corresponding sides of the polygon 
ADE as that through which the forces were revolved. 

It is evident that, at whatever angle the forces be inclined, if 
they remain parallel, the line of action of their resultant will 
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pass through the point G, which is hence the point of applica- 
tion of that resultant. This point is called the centre of parallel 
forces or the centroid. 

In Fig. 41 the forces have the same direction. If they act 
in opposite directions and are still unequal in magnitude, their 
resultant will be equal to the algebraic sum i^ 
of the forces and will act on a line parallel 1 
to their lines of action, meeting AB pro- 
duced at a point G^ as in Fig. 41 ^, where 



^-i 



R = P^- 7^1, and : 



B 



^ 



A G : BG :: P2' P\' fig. 41 a. 

If the forces are equal in magnitude and opposite in direction, 
they form a couple whose centroid is infinitely distant from the 
points of application of the forces and on a line drawn through 
those points. 

{b) Centroid of complanar parallel forces whose points of ap- 
plication are complanar with all of the forces^ but are not in a 
straight line. It is evident that, so long as the points of appli- 
cation of parallel forces lie in the same straight line, the cen- 
troid of the system will be at the intersection of the resultant 
with that line, whatever may be the number or relative direc- 
tions of the forces. When, however, the points of application, 
although in the same plane, do not lie in the same straight line, 
the method shown in Fig. 41, i.e,^ the intersection of the lines 
of action of resultants, may be used for complanar forces in 
determining the centroid of the system. 

Thus, Fig. 42, let /*| • • • ^^4 be a system of parallel forces 
having the points of application, A^ B, C, D^ respectively, these 
points and the lines of action being in the same plane. Draw 
the force and equilibrium polygons Oae and EBFKLH, respec- 
tively; the resultant R acts on the line RHK, Revolve the 
forces about their points of application, keeping the lines of 
action still in their original plane. The system P^ • • • P^ is 
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thus formed, having the equilibrium polygon E^F^V H\ 
H The line of action of the resultant R^ of this system 
intersects the line of action of the resultant R^ at the 

point C, which 
point is the 
centroid of the 
system. 

(^r) Centre of 
gravity, A 
body consists 
of an infinite 
number of in- 
finitely small 
particles. Ter- 
restrial gravi- 
tation acts on 
each particle 
with a force 
proportional to 
the mass of the 
particle. These 
forces con- 
verge at a point which is located approxi- 
mately at the geometrical centre of the 
earth. Since any two adjacent forces are 
thus vertical sides, each about 40CX) miles 
long, of a triangle whose base is the in- 
finitely small distance between two ad- 
jacent particles, the forces of gravity 
acting on a body are virtually parallel. 
The resultant of this system of parallel 
forces is the weight of the body. The 
centre of gravity or mass-centre is the centroid of this system ; it 
is the point through which, with any inclination of the body, the 





Fig. 4a. 
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resultant passes, and hence on whicb^ if supported, a rigid body 
will balance in any position. If any straight line pass through 
the centre of gravity, the sum of the moments of the forces of 
gravity, acting on the particles on one side of this line, will be 
equal to that of those on the other. 

The use of the term 'centre of gravity/ as applied to lines or 
areas which have no mass, is based on the arbitrary assumptions 
noted below. 

29. Centre of Gravity of a line. It is assumed that the force 
of gravity acting on the line is proportional to the length of the 
latter, i.e,^ that there is an equal force applied at the centre of 
each unit of length, as if the line were a thin wire. 

{a) Straight line. The centre of gravity is at the middle of 
its length. 

{b) Broken line^ as in Fig; 43. The methods of Art. 28 b can 
be used to determine the centroid, 
since parallel forces proportional to 
the lengths of the segments AB^ BC^ 
and CD are assumed as applied at 
the respective centres E^ /% and G 
of these segments. This process may 
be applied also to closed polygons. ' ^^' 

(c) Circular arc. If a regular polygon be assumed to have 
an infinite number of sides, it becomes a circle. Hence, on 
this assumption, the centre of gravity of a portion of the perim- 
eter of a regular polygon may be determined in such a way as 
to make the method applicable to the corresponding arc of the 
inscribed circle, and to circular arcs in general. 

Thus, Fig. 44, let abcde be a portion of the perimeter of a 
regular polygon; r, the radius of the inscribed circle; AB^ a 
diameter of this circle drawn perpendicular to the radius Oc 
bisecting abcde \ s, the length of one side of the polygon ; 5, the 
total length of these sides ; /j • • • 74, the projections of the sides 
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upon AB ; Z, the total length of these projections ; j'j • • • y^ 
the distances of the centres of gravity or middle points of the 
sides from AB ; F, the similar distance of the centre of gravity 
of the polygonal circuit abcde. 

It is assumed that a gravitational force proportional to the 
length s and perpendicular to the plane of the circuit ahcde 

S 




Fig. 44. 

acts from the centre of gravity, as g^ of each side. There is 
formed thus a system of parallel and equal forces, whose resultant 
is 5 and whose centroid will be the required centre of gravity of 
the polygonal circuit. 

The triangles ^^and Ogh are similar. Hence : 

Similarly : 

Taking moments about AB: 

= KA + 4 + 4 + 0; 

F= Lr/S, 
which is the distance from AB oi the required centre of gravity 
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of the polygonal circuit, the point G^ thus found, being located 
on the radius 6V, since this radius is the ajds of s^Tnmetrv of 
the figure. 

When the number of sides becomes infinite, ah'J^ is an arc 
of the inscribed circle, of which arc Z and S are, respectively, 
the chord and the length. Thus, for a semicircle, Z = 2 r, 
S = irr, and Y= 2 r/y. 

30. Centre of GnTity of Pidysoiul Areas. It is assumed 
that the force of gravity acting on the area is proportional to 
the magnitude of the latter, i./-., that there is an equal force 
applied to the centre of each unit of area, as if the figure were a 
thin plate. 

(tf ) Triangle, The centre of gravity is at the intersection of 
the lines drawn from the vertices to the middle points of the 
opposite sides. Thus, Fig. 45, in the triangle ABC^ the line 
AD drawn from the ver- 
tex A to the middle D of 
the opposite side BC di- 
vides the triangular area 
ABC into two equal parts 
and also bisects all lines, 
as aa[ within the area 
and parallel to the base BC. Hence, for every element of area, 
as ^, there must be a corresponding element b^ equally distant 
from AD on a line parallel to BC The centroid of this pair of 
elements lies on AD, The entire area consists of an infinite 
number of such pairs of elements ; therefore, the centre of grav- 
ity of the entire area lies on the line AD. Similarly, it lies on 
BF or CE^ and is hence at the intersection G of these three 
median lines. Since EB = AB/2 and BD = BC/2, the triangles 
ABC and EBD are similar and DE^AC/2, For the same 
reasons, the triangles GAC 3,nd GED are similar, and therefore, 
2l%DE=^A C/2, DG = A G/2 = AD/3. 
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(d) Parallelograms. For similar reasons, the centre of gravity 
of a parallelogram lies at the intersection of a line joining the 
middle points of one pair of opposite sides and a similar line 
connecting the other pair. The point thus determined is also 
the intersection of the two diagonals of the parallelogram. 

{c) Any polygonal area, regular or irregular, can be divided 
into triangles and the centres of gravity of the latter located as 
above; then the centre of gravity of the whole area may be 
found either as shown in Art. 28^, or by geometrical con- 
structions. 

The latter method is followed in Fig. 46 for the quadrilateral 

area A BCD. Draw, the 
diagonal BC, thus dividing 
the quadrilateral into two 
triangular areas, ABC and 
DBC\ connect A and D with 
the middle point E of BC^ 
and on the median lines, AE 
and DE, lay off EG^ ^\AE 
^VidiEG^^\ED, The points 
Gy^ and G<^ will then be the 
centres of gravity of the tri- 
angular areas yl-ffCand DBC^ 
respectively, and the centre 
of gravity of the quadrilateral will lie at the point G on the 
line G^G^. 

To locate the point G\ draw the diagonal AD intersecting 
BC at Fy KFL perpendicular to BCy and AK and DL parallel 
thereto. The triangles ABC and DBC have the common base 
BCy and their areas are therefore proportional to their altitudes. 
Hence : 

area ABC : area DBC \\FK\ FL ::FA: FD. 




Since the line G^G^ divides the sides EA and ED of the triangle 
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EAD into proportional parts, it is parallel to the side AD. 
Hence (Art 2711): 

GG^'.GG^iiFA-.FD. 

Lay off DH= FA and draw EH intersecting C,C, at the 
point C, which is the centre of gravity of the area ABCD. 

31. Centre of Gravity of Cnnrflinear Areas, ia) Circular 

sector. Let it be required 
to find the centre of gravity 
of the circular sector 
OABQ Fig. 47. The sec- 
tor is composed of a num- 
ber of elementary sectors, 
as Oab. If this number be 
assumed as indefinitely 
large, the distance ab be- 
comes indefinitely small 
and Oab is virtually a triangle whose centre of gravity g lies on 
the median line Oc at a distance Og ^\ Oc from O. Through 
g draw the arc A'O on which are located the centres of gravity 

of all of the elementary sectors. The 
centre of gravity G of the entire sector 
therefore coincides with that of the arc 
A'C'j which point lies on the axis of 
symmetry OB of the figure at a distance 
OG from the centre (?, which distance 
p can be determined by the methods of 
Art. 29 r. 

{b) Circular segment. The area of the 
circular segment ABC^ Fig. 48, is the 
difference between the area of the sector 
OABC and that of the triangle OAC. 
The centres of gravity of the three areas 
all lie on the axis of symmetry OB. Let G^ and G^ be those of 
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the areas of the triangle and sector, respectively, and, at these 
points, let there be applied parallel forces P^ and P^, respec- 
tively proportional to the areas. If P^ be assumed to act down- 
ward, then Pi must have the opposite direction, since the area of 
the segment is the difference between those of the sector and 
triangle. The problem is then to find the line of action of the 
resultant, R ^P^ — Pi, which will intersect OB at the point C, 
the required centre of gravity of the segment. By Art. 26 a : 

GiG : G^G : : /*2 : Px> 
from which the point G can be located. 

32. Centre of Gravity of Compound Areas. When an area can 
be divided into simple geometrical figures, its centre of gravity 
is found by assuming a force proportional to the area of 

each part as applied at the 
centre of gravity of that 
part, and then determining 
the centroid of the system 
of parallel forces thus 
formed, which centroid is 
the centre of gravity of the 
combined areas. If the total 
figure is symmetrical about 
any axis, the centre of 
gravity will lie on that axis, 
and but one determination 
by the force and equilibrium 
polygons is necessary. 
{a) Symmetrical areas. Thus, the T-shaped section. Fig. 49, 
is symmetrical about the axis XX\ on which, therefore, its centre 
of gravity must lie. Its area can be divided into the rectangles, 
ab, cdy and ef. Applying the parallel forces P^ P^ and P^ pro- 
portional to these rectangular areas, at the centres of gravity of 
the latter g^, g^, and g^, respectively, and drawing the force 
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and equilibrium polygons, the resultant R of the forces is found 
to intersect the axis XX' at the point 
G^ which is the centre of gravity of 
the section. 

Similarly, the channel-shaped sec- 
tion. Fig. 50, is symmetrical about 
the axis FF' and can be divided into 
three rectangular areas whose centres 
of gravity are ^j, g^, and g^, as shown. 

Since the point g^ ^^^^ ^^ ^^^ ^^s of 

symmetry of the entire figure, the sys- 
tem P^ ' • • P^ must be assumed at 

an angle to that axis. Proceeding as 

in the previous case, the resultant R 

is found to intersect YY' at the point 

Gy which is the required centre of 

gravity, although lying beyond the 

limits of the figure. 
{b) Unsymmetrical areas. The angle section, Fig. 5 1, is unsym- 

metrical, but can be divided 
into the rectangular areas 
whose centres of gravity 
are ^j and g^. Assume 
parallel vertical forces P^^ 
and 7^2, acting from these 
points and proportional 
to the respective areas. 
Draw the force polygon 
OaCy the equilibrium poly- 
gon ABC, and the line of 
action of the resultant R. 
Then, revolve the forces 
through an angle of 90°, 
forming the system P^ and 





Fig. 51. 
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P^, the sides of whose equilibrium polygon A^B'C are at 
right angles to the corresponding sides of the polygon ABC. 
The line of action of the new resultant R' intersects that of R 
at the point G^ which is the centre of gravity of the section. 
With the unsymmetrical areas, therefore, the centre of gravity 
is determined by the intersection of the lines of action of two 
resultants. 



33. Centre of Gravity of Partial Areas. The area of a per- 
forated plate is the total area, less the combined areas of the 
perforation. The location of the centre of gravity of the par- 
tial area remaining after these deductions can be found by the 
methods of Art. 28 b. 

Thus, Fig. 52, let it be required to determine the centre of 
gravity of the partial area, ABCDEF^ which area is equal to 

that of the rectangle 

Ak-^-^ J ? ADEF, less those of the 

triangle ABC^SiA the circle 
g^K, At the centres of 
gravity g^, g^ and g^ of 
^ these three figures, apply 
parallel forces P^t P^^ and 
P3, respectively propor- 
tional to the areas, the 
forces corresponding with 
the two areas deducted 
being assumed to act in 
the opposite direction from 
7^1, which represents the area of the rectangle. Draw the 
force polygon and the equilibrium polygons LMNS and 
VAfN^S^ for two directions of the system of forces. The 
resultants R and R' intersect at the point Gy which is the 
centroid of the system and the centre of gravity of the partial 
area ABCDEF. 




Fig. 52. 
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34. Centre of Gravity of Irregular Areas. The centre of 
gravity of an irregular area, as shown in Fig. 53, may be found, 
in close approximation, by draw- 
ing a series of vertical lines, 
closely and uniformly spaced, 
which divide the area into strips 
so narrow that the centre line of 
each space may be regarded as 
the length of the strip. At the 
centre of gravity of each strip, 
i,e.y the middle point of its cen- 
tre line, apply a vertical force ^'°' ^^ 
proportional to the area of the strip. Proceeding as in Art. 28 b, 
find the centroid of this system of parallel forces, which cen- 
troid is the centre of gravity of the area. 




PROBLEMS 

47. A vertical force of 10 pounds at one end of a 12-foot lever balances a 
vertical force of 16 pounds at the other end. Find, by the equilibrium and 
foice polygons, the position of the fiilcrum and its reaction. 

48. Given a simple beam of 12-foot span upon which are concentrated 
loads of 300, 400 and 500 pounds, at distances oi 2, 6 and 8 feet, respectively, 
from the left support. Determine the reactions at the supports. 

49. Forces of 300, 500 and 400 pounds act vertically downward at points 
2, 4, and 8 feet from the left extremity of a rod, while forces of 600 and 800 
pounds act vertically upward at points 3 and 7 feet from the same end. Find 
the magnitude of the resultant and its point of application. 

50. Replace the resultant of Problem 47 by two parallel components, one 
of which shall act at 5 feet and the other at 6 feet from the left extremity. 

51. Find the equilibrium polygon for a complanar, parallel set of eight 
equal forces at equal distances apart. 

52. The effective length of each arm of a dfe-stock is 24 inches. De- 
termine the resistance which an iron pipe 1-1/2 inches outside diameter 
offers to each of the two pairs of thread-cutters, if a man exerts a force of 
50 pounds at each end of the die-stock. 
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53. Find the centroid of the parallel forces 8 and lo acting at the distance 
of 12 units apart. 

54. Find the centre of gravity of a wire bent into three parts, whose 
lengths are as 2 : 3 : 4, the adjacent parts being perpendicular to each other. 

55. Find the centre of gravity of a circular arc whose length is equal to its 
radius. 

56. Find the centre of gravity of three equal weights placed at the vertices 
of a triangle whose sides are 6, 8, 10 feet, respectively. 

57. Find the centre of gravity of a quadrilateral whose sides are 6, 8, 10, 
and 12, respectively. 

58. Determine the centre of gravity of a circular sector which is one-sixth 
of the circle. 

59. A bridge member has two web plates 18 by } inches, top plate 21 
by I, top angles 3 by 3 and | inches thick, bottom angles 4 by 3 and } inch 
thick. Find the distance from the centre of gravity to the middle of the 
section. 



CHAPTER V 



MOMENTS 

Graphic Statics considers, in general, only the moments of 
forces with respect to a point and of forces and areas with 
respect to an axis. Since an area has no mass, the computation 
of its moment is based on the assumption (Art. 30) that the 
mass of each element of area is proportional to the area of 
the element. The moments which are treated herein are: the 
first moment^ or simply the moment^ which is the product of 
force-units or area-units by length-units, /.^., the distance of the 
force- or area-units from the point or axis about which moments 
are taken ; and the second mament^ or moment of inertia^ which 
is the product of force-units or area-units by the square of the 
length-units, as defined above. Article 48 gives, further, the 
method of obtaining higher moment surfaces. 

35. Moment of a Force with Respect to a Point. The moment 
of a force about a given point is the product of the magnitude 
of the force by the perpen- 
dicular distance or arm be- 
tween its line of action and 
the given point. The mo- 
ment is thus a compound 
quantity. If the force be 
measured in pounds and 
its arm in feet, the magni- 
tude of the moment will be 
expressed in pound-feet ; or 
if kilograms and meters be the units, in kilogram-meters. 

In Fig. 54, let the line AB represent a force P in magnitude, 
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Fig. 54. 
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direction, and line of action, and let M be any point and 
MA = 2 / be perpendicular to AB. Then, the moment of the 
force P with respect to the point M is: 

AB X MA = P X 2 /, 
or, geometrically, 

= 2 X area of triangle MAB, 

Similarly, the moment of the force P^ = 2 P having the arm / 

is: 

CDxMC^P^xl=2Pl, 

= 2 X area MCD, 

The magnitude of the moment is hence the same for both 
forces, since P^ has twice the magnitude of P with an arm one- 
half as long. The two moments differ, however, in the tendency 
of their respective forces to produce rotation. Thus, if M^ AB^ 
and CD lie in the same plane of a rigid body, and if J/ be a fixed 
centre about which the body may rotate in that plane, then the 
force P will have a positive moment, since it tends to produce 
clockwise rotation of the body about the point J/, and similarly 
the force P^, as it tends to produce contra-clockwise rotation, 
will have a negative moment. This distinction is arbitrary; rota- 
tion in either direction may be considered as positive^ if the 
same assumption be made throughout any investigation. 

If the rigid body be free to revolve about any centre and the 
force P or P^ be applied to it, the tendency of either force would 
be both to rotate the body about its centre of gravity and to 
produce a motion of translation in the direction of the force, so 
that, to prevent translation and produce rotation only, there 
would be required an additional force, the same in magnitude, 
parallel, and opposite in direction to the first, and so applied as 
to form a couple. With regard to a fixed centre AT, as the 
origin of moments, however, the magnitude of the moment of a 
force measures the tendency of the force to produce rotation 
about that point. Hence, as the magnitudes of the moments of 
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the forces P and P<^ are equal, their tendencies to produce rota- 
tion are equal in amount but opposite in direction. 



36. Moments of Complanar, Non-parallel Forces with Respect 



Fig. 55. let P^ 



P^ be a system of 



to a Point. In 
complanar, non- 
parallel forces, 
and let it be re- 
quired to find the 
moments of the 
several forces 
about any com- 
planar point as 
M, Draw the 
force polygon a 
...^ with poled?; 
the magnitude 
and direction of 
the resultant R 
are given by the 
line ae. In the 
corresponding 
equilibrium poly- 
gon ABCDE, 
the line of action 
of the resultant 
passes through the point E, the intersection of the sides AE 
and DE^ which are parallel to the rays Oa and Oe^ respectively. 
The required moment of any force, as Pj, is equal to the 
magnitude of Pj, i.e.y ab^ multiplied by the arm or perpendicular 
distance l^ between the point M and the line of action of P^ 
Through ^draw the line MG parallel to the line of action of P^ \ 
from A^ the point of intersection of two sides of the equilibrium 
polygon on the line of action of Py prolong the sides BA and 
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EA until they meet MG at the points G and /% respectively. 
Let //j be the pole-distance of P^ in the force polygon, i,e.^ the 
perpendicular distance between the pole O and that force. The 
triangles Oab and AFG are similar. Hence : 

ab : FG :: H^: /j, 
ab y. l^ = FG x //j, 
moment = uitercept FG x pole-distance. 

Similarly, the moment of the force P^ = cd x l^ = intercept 
KL X pole-distance H^. This principle applies to the moment 
of any force about any point. In general, then : 

The moment of a force about a given point is equal to the 
product of the pole-distance of that force by the intercept 
which is cut from the line, drawn through the given point and 
parallel to the line of action of the force, through the prolonga- 
tion of the two sides of the equilibrium polygon which intersect 
on the line of action of the force. 

The positive or negative character of the moment is evident 
from the direction of the force with regard to the point M, the 
moments of P^ and P^ being thus both positive. In each case, 
the magnitude of the moment is obtained by measuring the 
intercept, as FG^ by the moment-scale. The graduation of the 
latter depends, for all forces of the system, first, upon the linear 
scale used in spacing the forces, and, second, upon t\iQ force^ 
scale employed in laying out the force polygon ; for each force it 
depends also upon the pole-distance corresponding with that 
force. 

For example, in Fig. 55, the linear scale was 5 feet to an inch, 
and the force-scale was 800 pounds to an inch. For the force 
P^, the pole-distance used for H^ was i| inches=i|x 800 = 
1400 pounds. Then, thd moment-scale by which to measure 
the actual length of the intercept FG is : 

linear scale x pole-distance 
= 5 X 1400 = yooo pound-feet to an inch. 
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In constnicting the diagram, /^j was 1200 pounds and l^ was 
1 1 inches = i| x 5 = 8| feet on the linear scale. The mo- 
ment of Pi about the point M is, therefore, 1200 x 8| = 
10,500 pound-feet, and the actual length of the intercept /^C was 
\\ inches = i\ X 7ooa= 10,500 pound-feet on the moment- 
scale, or the same as the computed moment. It will be observed 
that, with non-parallel forces, the pole-distance differs for each 
force, giving thus a different moment-scale in each case. 



37. Moments of Complanar, Parallel Forces with Respect to a 
Point. In Fig. 56, let P^ , , . P^ represent a system of com- 
planar, parallel forces, 
and let it be required 
to find the moments of 
the several forces 
about any point, as M. 
Draw the force poly- 
gon a . . . e with pole 
0\ the magnitude 
and direction of the 
resultant R are given 
by the line ae. In the 
corresponding equi- 
librium polygon, 
ABCDE, the line of 
action of this result- 
ant passes through 
the point E, the inter- 
section of the sides 
AE and DE, which 
are parallel to the rays 
Oa and Oe, respectively. 

Through M draw the line MN parallel to the lines of action 
of the forces and to that of their resultant. Since the forces 




Fig. 56. 
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are parallel, the pole-distance H is the same for all of the forces, 
and, therefore, the same moment-scale applies throughout. By 
Art. 36, the moment of any force is equal to the intercept cut 
from the line MN by the sides — produced, if necessary — of 
the equilibrium polygon which intersect on the line of action of 
that force. Hence, the moments of the system about the point 
M are represented by the intercepts : 

FG for force P^, 
FK for force P^, 



KL for force P 
LN for force P, 



8* 



GN for resultant R, 

which intercepts, measured by the common moment-scale com- 
puted as described previously, will give the magnitude of the 

several moments, the latter being 
all positive except that of Py 

38. Moment of a Couple with 
Respect to Any Point in its Plane. 
If, as in Fig. 57, the point J/, 
about which moments are taken, 
lies between the lines of action 
of the two equal forces which 
form the couple, both moments 
are positive, and : 
moment of right-hand force = Pl^, 
moment of left-hand force = P/g, 
algebraic sum of moments = P(J^ -}- /g) = PL 

Again, if the origin of moments lies outside of the lines of 
action, as at M\ one moment will be positive, the other nega- 
tive, and : 

moment of right-hand force = -f P (/ -f /g), 



j^- I, --♦ 

M>- I3 • — ♦ I ^ 



Fig. 57- 



moment of left-hand force = — PU 
algebraic sum of moments = Ply 



8> 
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or the same magnitude as before. Hence, the moment of a 
couple about any point in its plane is a constant, and is equal to 
the product of either of the forces composing the couple, by the 
perpendicular distance between their lines of action. 

39. Moment of the Resultant of Any System of Complanar 
Forces. The moment of the resultant is found by the same 
method as that given for the individual forces of a system. 
Thus, in Fig. 56, the line ae in the force polygon gives the mag- 
nitude and direction of the resultant R ; the sides AE and DE 
of the equilibrium polygon, which are parallel to the rays Oa and 
Oey respectively, intersect at £", a point on the line of action ER 
of the resultant ; through the origin of moments M, the line MN 
is drawn parallel to ER ; and the sides AE and DEy which inter- 
sect at Ey cut the intercept GN from this line. The triangles 
EGN and Oae are similar. Hence : 

ae : GN : : H : /,., 
ae y. ly,^ GN x H, i.e., 
moment of i^ = intercept GN x pole-distance H. 

Again, as the forces of the system are parallel, the intercept 
in each case is multiplied by the same pole-distance H, in order to 
obtain the corresponding moment. All moments are positive 
except that of P^. Hence, the algebraic sum of the moments 
about the point M is : 

H{FK^ KL + LN^FG)=^Hx GN; 

i.e.y the algebraic sum of the moments of the forces is equal to 
the moment of their resultant, which principle is general. 

By similar methods, the moment of the resultant of a system 
of complanar, non-parallel forces is found, as in Fig. 55. In 
this case, the pole-distance differs for each force, and that the 
algebraic sum of the moments is equal to the moment of the re- 
sultant must be demonstrated by computation or by the geomet- 
rical methods given in works on elementary mechanics. 
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40. Conditions of Equilibrium. If a system of complanar 
forces is in equilibrium, there will be neither a resultant force 
nor couple produced by their composition. Hence, the alge- 
braic sum of the moments will be zero, which is the condition 
for equilibrium for moments about any point in the plane of the 
forces. Conversely, if the algebraic sum of the moments of the 
forces about any point in their plane be zero, the system will be 
in equilibrium. 

41. Bending Moment. In the examination of the tensile and 
compressive stresses in beams, the term Bending Moment is 
used to denote the algebraic sum of the moments of the external 
forces acting on the left of the section of the beam to be investi- 
gated, these moments being taken about a point in this section. 
Since, up to the point of rupture, the system is in equilibrium, 
the forces to the right have, with respect to the given section, 
a bending moment of equal magnitude but of opposite sign. In 
each case, the bending moment simply measures the tendency 
of the corresponding external forces to produce rotation about a 
point in the section considered. The bending moment is a com- 
pound quantity which may be expressed in pound-inches, pound- 
feet, ton-feet, etc. 

Thus, Fig. 58, consider a 'simple beam,* — i.e,y one resting 
upon two supports, one at each end, — 3.s AB, carrying the loads 
Pj . • •/^4, and supported by the reactions R^ and ^2* Construct 
the force and equilibrium polygons adcde and CDEFGH^ respec- 
tively ; draw the ray Of parallel to the closing side HCy thus de- 
termining the magnitude of the reactions R'^ and R^, Now, let 
it be required to find the bending moment at a point M in the 
section of the beam cut by the line MNQ, which line is parallel 
to the lines of action of the forces. 

This moment is, by definition and by Art. 39, the moment of 
the resultant r of the forces to the left of M\ ue,, of the forces 
P^ and R^. The magnitude and direction of the resultant r are 
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given by the line/^ in the force polygon; by Art. 21, the sides 
CH and DEy which are cut by the line MNQ, intersect, when 
prolonged, at a point L in the line of action of r. From L 
drop the perpendicular of length / on the line MNQ, Then, 




Fig. 58. 

the bending moment at the point 'M is equal to r x /, and, by 
Art. 37, it is also equal to the intercept NQ x the pole-distance 
H, since the sides LH and LE of the new equilibrium polygon 
LEFGHf formed by the composition of P^ and R^ into their 
resultant r, intersect on the line of action of r and also cut the 
intercept NQ from the Une MNQ. This principle is general 
when the lines of action of the forces and reactions are parallel. 
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Under these conditions : 

The bending moment in any section parallel to the lines of 
action of the forces is directly proportional to the correspond- 
ing ordinate of the equilibrium polygon, and is equal to the 
product of that ordinate by the pole-distance in the force poly- 
gon. If the pole-distance is made equal to the unit of force, 
the ordinate of the equilibrium polygon represents the magni- 
tude of the bending moment. 

By similar methods, it can be shown that the bending moment 
of the external forces to the right of the section at M is also 
equal in magnitude to the intercept NQ x the pole-distance, 
or, disregarding the resultant of the forces in both cases, we 
have, for the moments about M of : 



Algebraic sum of moments to left of M 



R,= 


+ NS 


y.H 


A = 


- QS 


xH 


= 


+ NQ 


•X.H 


A = 


+ QT 


y.H 


^8 = 


+ TU 


xH 


P,= 


+ uv 


xH 


^a = 


- NV 


%H 



Algebraic sum of moments to right of M = — NQ x H 

i.e.y the bending moment at the right of the section at M is 
equal in magnitude to that on the left, but with contrary sign. 

The bending-moment scale, by which to measure the ordinates 
of the equlibrium polygon, is computed by the methods of Art. 36. 

42. Combined Bending Moments. Since the bending moment, 
or any statical moment, may thus be represented, like a simple 
force, by a line, these moments may be combined or resolved by 
the same methods as in the case of forces. 

(tf) Moments in the same plane. In Fig. 59 let there be two 
equal and parallel forces P^, P^ applied to a simple beam. The 
upper equilibrium polygon or bending-moment diagram con- 
siders the left-hand force Py only; the second diagram, the 
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right-hand force only; and the final diagram includes both forces. 
The three force polygons are constructed with the same pole- 






I? 



P« 






I 
I 



± 



Fig. 59. 

distance. Any ordinate, as y^ in the lower diagram is the arith- 
metical sum of the corresponding ordinates y^ and y^ in the two 
upper diagrams. In this case, bending moments in the same 
plane have been treated like forces having the same line of 
action, and added to find the resultant moment. The principle 
is general for all bending-moment diagrams under these condi- 
tions. In Fig. 59 both forces have the same direction ; if one 
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had acted upward and the other downward in the same plane, 
the two moments would have had different signs and the re- 
sultant moment would have been their algebraic sum. 

{b) Moments in planes inclined to each other. In Fig. 60 
assume the force P and the weight W to be acting normally to 
the neutral axis (Art. 61) of the beam, the line of action of the 
force being inclined at an angle with the vertical. Revolve the 
force into a vertical plane as the force P^ ; draw the force polygons 




Fig. 60. 

ab and cd with the same pole-distance; and construct the corre- 
sponding equilibrium polygons ^C^ and AD^B, which, for clear- 
ness, will be located, one above and one below the neutral axis ^4 A 
By Art. 41 the ordinates EE^ and EE^ corresponding with 
any point E in the beam, are proportional to the bending mo- 
ments at that point due to the force P' and the weight Wy 
respectively. The bending moment caused by P* is the same in 
magnitude as that due to P, although acting at a different angle. 
Treating the moments as if they were forces, it is necessary only 
to find the resultant of the two moments of any given point, in 
order to determine the ordinate at that point of the diagram for 
the combined moments. 
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Therefore, revolve the ordinate EE^ through the angle 6 to Ee^ 
and eE^ will then represent the resultant of eE and EEy From 
E lay off downward EE^ = eE^, thus obtaining the point E^ in 
the diagram for the combined moments ; other points are plotted 
in a similar way, the complete diagram being AC'^D"B. The 
portions of the original polygons to the left of the line CCare 
triangles having the common altitude AF. Hence, any cor- 
responding ordinates, as GG' , GGp are proportional to the 
respective bases of these triangles, GG /GG^ = a constant, and 
AC, and similarly^/?", are straight lines. ^Between C'Cand 
D'D, the portions of the polygons are trapezoids, making the 
side C'E'^D" a curve. ) \ 

43. Moment of a Force with Respect to an Axis. The moment 
of a force about an axis is the product of the magnitude of the 
force by the common perpendicular between the axis and the line 
of action of the force. Thus, Fig. 6i, if 

the line of action AB of the force P lie 
in the plane of the paper, and if, at C, an p 
axis pass through that plane perpendicu- 
lar to the latter, then CD, which lies in D 
the plane and is the common perpendic- 
ular to the line of action and the axis, 
is the arm of the force with respect to 
the axis. The moment of the force =P 
X CD = 2 X area ABC With respect 
to a given axis, this moment depends fig. 6i. 

upon both the direction and the point of application of the force. 

44. Moment of an Area with Respect to an Axis in its Plane ; 
Centre of Gravity. The first moment of an area about an axis 
in its plane is equal to the magnitude of the area, multiplied by 
the perpendicular distance of its centre of gravity from the axis, 
since the centre of gravity (Art. 28) is the point at which the 
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mass of a body is assumed to be concentrated. This moment may 
be found, and the centre of gravity determined, by the principle 

of moments, as follows : 

{a) By computation. 
Taking the simplest case, 
let it be required to deter- 
mine the moment of the 
irregular area. Fig. 62, 
about an axis OY \n the 
plane of the area and tan- 
gent to its periphery. Di- 
vide the area into any num- 
ber of strips, parallel to 
(9Kand of an equal breadth 
^, so narrow that the length 
of the centre-line, as h^ of 
each strip may be taken as 
the mean height of the lat- 
ter, and as passing through 
its centre of gravity. The areas of the strips and their moments 

about C^Fare: 

Ar£.\ Moment 

First strip bh^ 




.. f b -J 



u ^b «J 

Fig. 6a, 



Second 
Third 
Fourth 
Fifth 



bh^ 

bh^ 
bh. 



bhy^ y.\b 
bh^ X lb 
bh^ X lb 
bh^x\b 
bk^ X lb 



Since the moment of the resultant of a system of forces is the 
algebraic sum of the moments of the forces : 

Moment of area about O Y= |^ ^(//i + 3 ^2+ 5 ^8+ 7 ^U + 9^6)- 

Again, if, as is assumed above, each strip-area represents a force 
proportional to that area, the resultant of these forces will act 
through the centre of gravity of the total area ; and, further, the 
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moment of this resultant, divided by its magnitude, will give its 
arm, or distance, from the axis O Y, Hence, the perpendicular 
distance of the centre of g^vity, G^ of the entire area from 
<9F, is: 

Moment of area _ t(//|-f 3 //24-5 //a4-7//4 4-9Af>) _ 
Area ~" 2{h^-{-h^'\-h^^h^-\-h^) " 

The centre of gravity is thus found to be on the line AB, 
parallel to, and at a distance x from, the axis O Y. To determine 
the position of G on this line, draw the axis OX, divide the area 
into strips parallel to it, and find the distance y which is equal 
to the moment of the total area about OX divided by that area. 
This shows 6^ to be on the line CD, parallel to, and at a distance 
y from, the axis OX, or at the intersection of the lines AB and 
CD. 

If the axis O Y were moved the distance a to the left, as at 
C F', the moments of the strips would become bh^ (^ -i- J ^), 

etc.. and the dis- 
tance x would 
be greater by 
the amount a. 
Again, if the axis 
pass through the 
area,asat(?"K", 
the moments of 
the strips to the 
left of it would 
be negative; 
those to the right, 
positive; and 
their algebraic 

sum would give the moment of G about 0"Y''. 
(6) By graphic methods. The determination of the centres 
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of gravity of various areas has been discussed in Arts. 30 to 34, 
inclusive ; the moment of any area about an axis in its plane 
(except one passing through the centre of gravity, about which 
the moment is zero) may be found by the application of the 
methods of Art. 39 to those described in these articles. 

Thus, Fig. 63, let it be required to find the moment of the 
area of the T-section about the axis Affn\ Construct the equi- 
librium polygon, as in Art. 32 «, with the lines of action of the 
forces parallel to M^tn! ; by Art. 39, the product of the intercept 
KLf cut from M^m^ by the sides AD and CD prolonged, and the 
pole-distance H is the magnitude of the required moment. This 
follows, since the resultant R, acting through the centre of 
gravity G, represents the entire area, and KL xHis the moment 
of that resultant about any point in the axis M'm', and therefore 
about that axis. 

45. Moment of Inertia ; Radius of Gyration, (a) Moment of 
inertia. If a particle of mass m be rotating, with an angular 
velocity v, in a plane about a point lying in the plane and at a 
distance r from the particle, the angular momentum of the par- 
ticle will be mvr^, and that of all the particles composing the 
body will be vSmr^, The expression ^mr^ = / is the sum of 
the second moments or moments of inertia of the particles, as 
defined at the beginning of this chapter, m being the quotient of 
W^ the weight, divided by g, the acceleration of gravity. The 
term 'moment of inertia' was used primarily with regard to the 
rotation of rigid bodies. Since, in the mechanics of engineer- 
ing, force is taken as the product of mass by acceleration, this 
term may be used to describe the second moment of a force or 
system of forces about an axis; as an area, however, is not a 
material body, the term is strictly applicable to it only on the 
assumption that each element of area has a mass proportional to 
its area, as if the given figure were a thin plate. 

In the expression for /, as given above, the radius r evidently 



Si 

When, however, the moment of inertia of an area, about an 
axis passing through its centre of gravity, is known, its moment 
of inertia about any parallel axis of inertia can be readily found, 
since there are definite relations between the two moments. 
Thus, Fig. 64, let /'i .../'', be a system of parallel forces^ the 
line of action of whose resultant R forms an axis J/m passing 
through the centroid of the system. Let ^ . . . 4 ^ ^^ 
respective distances of the lines of action of the forces from the 
axis Mm ; let M'm^ be any axis parallel to J/w, at the distance 
L therefrom ; and let / be the moment of inertia of the system 
about the axis Mm^ and /' that about M'm\ Then : 

/' = P^{L- /,)» + Pt{L- l^f + P^{L + /,A 

= />! (/J + /,» - 2 Z/,) +/>,(/:« + /,« - 2 Z/,) + P^(L*l* + 2 U^\ 

= /',(/,24-/,» + V) + Z«(/>, + />,+/>,) + 2Z(/>/,-/>^,-/'/.). 

In the last equation, the first term = /; the second term = RL^\ 
and, in the third term, Pyi^ . . . PJ^ are the first moments of the 
forces about an axis passing through the centroid, the algebraic 
sum of which moments is zero (Art. 40), since the forces on one 
side of the resultant balance those on the other. Hence, the 
third term vanishes and : 

By similar reasoning, for a body and an area, respectively : 

/' = / + ML\ 

in which M and A are the total mass and the total area, respec- 
tively. Hence : 

The moment of inertia of a body, an area, or a system of 
parallel forces about any given axis is equal to the moment of 
inertia of the body, area, or system, respectively, about a parallel 
axis passing through the centre of gravity or centroid, plus the 
moment of inertia of the mass of the body, of the area, or of the 
resultant of the forces, respectively, about the given axis, the mass 
or area being considered as applied at their respective centres of 
gravity, and the resultant as acting from the centroid of the system. 
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As an example, consider the rectangular area, Fig. 65, of 
base B and height //*, and let the axes of inertia be Mtn^ passing 

through the cen- 
tre of gravity, 
I and Afm} at the 



M' 



m' 



a b 
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tremity of the 
area. Let db 
be the width of 
an indefinitely 
small element of the area and b its distance from M'm!. Then, 
the moment of inertia of the entire area about the axis M^m' is: 



Fig. 65. 



/' = H^lP'db = HB^Ii. 



The axis Mm divides the area into two equal rectangles, each 
having the base B/2, Evidently each of these rectangles may 
be regarded as revolving about the 3,xis Mm \ the moment of 
inertia of each section will then be similar to that of the entire 
area about M'm' ; and the moment of inertia of the whole figure 
about Mm will be the sum of those of its two sections about this 
axis. Hence : 

7=2 \_H{B/2f/i\ = HE^/ 12. 

Superposing the figures, the distance L between the two axes 
will be B/2 and the area of the entire rectangle will be BH, 
Hence : 

= HE^/\2 + HB/^ 
For /' the radius of gyration is : 



For/: 



k = -JTjA = BVI. 
k = Vr/A = BVT2. 
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46. Moment of Inertia of a System of Complanar, Parallel 
Forces, (a) By the method of intercepts. Let P^ » - - P^, Fig. 
66, be a system of complanar, parallel forces, acting from the 
points of application, A, B, and C, respectively, and let it be 
required to find the moment of inertia of the system about the 
parallel and complanar axis M^tn! . 

To find the first moment, draw the force polygon a - * - d with 
pole-distance Hy and the corresponding equilibrium polygon, 
DEFG ; the resultant R ^ ad and its line of action passes 
through the point G, The intercept on the axis AVtn! of the 
sides DE and DG^ which intersect on the line of action of 
P^^ is clb\ and the first moment of this force about this axis 
is therefore a!b^ x h. Similarly, the first moment of P^ is 
b^c^ X Hy and that of P^ is (^d^ x H. The moment of P^ is 
negative, while those of -P2 and P^ are positive. Hence, the 
first moment of the resultant R is {b'c' •\- c'd^ - a'b')H 
= a'd' X H. 

To determine the moment of inertia, assume that the first 
moments, as found above, are a system of forces, each moment 
acting on the line of action of its original force in the system, 
^\ ' ' ' ^8* Since the magnitude of each of the first moments 
is equal to the product of its intercept on the axis M^m' by the 
pole-distance If, these intercepts may be taken as proportional 
to, and representing, the new system of forces, in magnitude and 
direction. Therefore, draw the force polygon i' • • • d\ with 
pole-distance H^, for the forces represented by the intercepts, 
a' 6', 6'c'y and r'^/', and construct the corresponding equilibrium 
polygon I^E'PG^; the resultant of this assumed system is 
R' = a'd' and its line of action passes through the point G'. 
The intercepts of the new forces a'd', b^c\ and trV on the axis 
M'm' are, respectively, ^"*", ^'V, and ^"^/". All of the 
moments represented by these intercepts are positive, since the 
assumed force Jb^ acts in a direction opposite to that of Py 

As the first moment of any system of forces is equal to the 
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first moment of the resahant of the system, the first moment of 
the resultant R' is the first moment of the assumed system, ab\ 
b^c'^ etc., and, hence, is also the second moment of the original 
system, /^^ . . . P^ The latter moment, which is the moment 
of inertia required, is hence : 

The geometrical proof of this method is as follows : 

Let /jbe the perpendicular distance between the line of action 

of the force P^ and the axis J/'iw'. Then, the second moment 

of /^i is /^i X i^ = ab y. /j* The triangles Oab and Da'V are 

similar. Hence: 

ab : a'b' : : H: l^, 

tf* X /j = a'b^ X H. 
The triangles O'a'b^ and L/i^'b" are similar. Hence: 

a'b' = fl"*" X H'/l^. 
Substituting, 

ab X l^ = fl"*" x Hx H'. 

Similarly, the second moments of the forces P^ and P^ are 
found to be the intercepts, b^'d' and d^d^\ respectively, each 
multiplied by the two pole-distances. The sum of the three 
second moments is the moment of inertia of the system ; />., 
a'W x HxH'. 

The methods of Art. 36 may be applied for the construction 
of a second-moment scale, by which the moments of inertia may 
be read directly from the intercepts a*^b", b''c*\ etc. Thus, let 
the linear scale, by which the forces are spaced, be 5 feet to an 
inch ; the force-scale, by which the jxjlygon a , , , d is laid out, 
be 800 pounds to an inch ; and let the actual length of H be 
i\ inches, or i J x Sco = 900 pounds. Then, the first-moment 
scale = linear scale x /f= $ x 900 = 4500 pound-feet. To find 
the second-moment scale, the units in which the moment is 
obtained should, be noted. Thus, P^ is given in pounds and /j 
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in feet; the second-moment, P^ x /^^ will, therefore, be in 

pound-feet* units. Again, the intercepts a*b\ b^c' , etc., since 

they were derived from an equilibrium polygon, or space-diagratn^ 

are really distances and not forces, although they were assumed 

to be the latter in constructing the polygon O^b^d' . Hence, H\ 

whose actual length was i \ inches, should be measured by the 

linear scale, and becomes i J x 5 = 7j feet. Therefore, the 

second-moment scale = first-moment scale x /^' = 4500 x 7.5 

= 33,750 pound-feet*. Thus, P^ = 450 pounds and /j = 6.9 feet ; 

the second moment will therefore be 21,425 pound-feet*, and, 

since 

33,750:21,425 :: i: 0.63, 

the actual length of the intercept a"b" was, in the original figure, 
0.63 inch. 

The square of the radius of gyration is equal to the magnitude 
of the intercept a'V, measured by the second-moment scale, 
divided by the resultant R = ad, in pounds. The square root of 
this quotient is the value of k in feet. 

{b) From the area of the equilibrium polygon. To find the 
moment of inertia of the system of parallel forces, Fig. 66, from 
the area of the equilibrium polygon, consider first the moment 
about the axis Mm^ which is the line of action of the resultant 
R and hence passes through the centroid of the system. For 
any of the forces, the sides of the polygon which intersect on its 
line of action and the intercept of these sides on the axis form 
a triangle, as FGN for the force Pg, to which there is a similar 
triangle, as Ocd, in the force polygon. Let /g be the distance 
between the line of action of P^ and the axis Mm. Then : 

cd: GNwH \ /g. 
Since cd = Pg, Pg/g = /T x GN, 

Multiplymg by /g : Pg/g* = 2H{GN x IJ2). 

Pg/g* is the moment of inertia / for the force P^ about the 
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central axis 3/«r, and Gn x IJ2 is the area of the triangle FGX. 
By similar reasoning : 

2 H X area of triangle DGQ = I for P^^ 
2 H y. area of triangle EXQ = / for P^ 

The triangular areas: 

DGQ + ^A'G + FGX= polygonal area DEFG. 
Let the area of the equilibrium polygon = A\ Then : 
A^ X 2 H ^ I ioT (P^'\- P^'\- P^) = I ioT R, 
and for the system. U Jf= R/2 : 

and the square of the radius of gyration is: 

In Fig. 66, the forces /^j . . . /\ have all the same direction. 
If one of them, as P^ had a direction opposite to that of the 
other two forces, its moment and the corresponding triangular 
area would have the opposite sign, and the area A of the 
equilibrium polygon would then be equal to the algebraic sum 
of the three triangular areas. 

Consider now the moment of inertia of the system with re- 
spect to the parallel axis M'm'^ The triangles Da'V and Oab 

are similar. Hence: 

abia'b^iiHil^, 

Pi X /i = /r X a'b\ 

P^l^ = 2 H{a'b' X V2). 

Hence, the moment of inertia /' for the force P^ is equal to 
2 H X area of triangle D^b\ Similarly : 

/' for P^ = 2 H X triangular area jE^V, 
/' for 7^3 = 2 //" X triangular area F(^(f, 

Let the area of the triangle Ga^d^ = A^\ Then the moment 
of inertia of the system is : 

7' = 2 ^ X polygonal area DEFGdfJ 
= 2H{A'-\-A''y 
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and the square of the radius of gyration is 

Hence, for an axis passing through the centroid, the mo- 
ment of inertia is equal to the product of the resultant by the 
area of the equilibrium polygon, if the pole-distance H be made 
equal in magnitude to one-half of that resultant. For a parallel 
axis, the magnitude of this moment is increased by the product 
of the resultant by the triangular area formed by the sides inter- 
secting on the line of action of the resultant and the intercept of 
these sides on the given axis. 

This relation between the two moments of inertia may also be 
established by the principles of Art. 45 c^ from which we have : 

in which /,. is the distance from the line of action of R to the 
axis M^mK The triangles Ga^d^ and Oad ziq similar. Hence: 

ad : a'd^ \\ H \ 4, 

Rlr-=H X a'd' = R/2 x a!d\ 

Rl? = R {a'd' X lr/2) = A "^, 

which is the increase in the moment of inertia as found by the 
first method. 

47. Moment of Inertia of an Area. The determination, with 
absolute accuracy, of the moment of inertia of a plane area by 
either of the methods of Art. 46 is impossible, since such an 
area consists of an indefinitely large number of elements of area, 
and the corresponding system of parallel forces would therefore 
be composed of an indefinitely large number of forces, thus 
making graphic methods unavailable, although the general 
principles of the latter, as demonstrated for parallel forces in 
Art. 46, are fully applicable to areas. 

{a) Approximate determination, A working approximation, 
which will serve in most cases in practice, may be made by first 
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determining the centre of gravity of the given area; then di\id- 
ing the latter into a number of narrow strips parallel to a com- 
planar axis passing through the centre of gravity; and finally 
applying at the centre of gravity of each strip a force propor- 
tional to its area, the whole forming a system of com planar, 
parallel forces which may be treated by the methods of Art. 46. 
The greater the number of these strips and hence the less their 
width, the nearer the approximation approaches accuracy. 

Thus, Fig. 66, if the forces represented elements of area and 
there were an infinite number of these forces, the width of each 
elementary area would be the infinitely small differential of the 
distance of the forces from the axis, as dl^ for the force P^^ and 
the moment of inertia of each element of area would be that of 
the corresponding force, as PJ^ for the force /^,, about the 
axis Mm. With an infinite number of such forces, it is evident 
that the upper sides DEF of the equilibrium polygon would be 
replaced by a curve tangent to the lower sides DG and FG. In 
practice, if the given area be divided into a reasonably large 
number of strips as explained, this curve may be drawn with 
sufficient accuracy, and the area A^ of the equilibrium polygon 
can then be measured by any of the usual methods. 

If ^ be the given area whose moment of inertia is required, 
and a I/= ^ A, the moment of inertia about an axis passing 
through the centre of gravity is : 

/= AA\ 

and about a parallel axis is : 

in which A^' is the area of the triangle Ga}d\ as shown in Art. 
46 i. Since the moments of inertia thus obtained are the prod- 
ucts of an area by an area, both usually in square inches, the 
result is given in inches*. 

If the method of intercepts be employed as in Art. 46 a^ the 
force-scale of pounds to the linear inch, used originally in con- 
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structing the force polygon abed will be replaced by an area- 
scale of square inches to the linear inch, by which scale the 
distances ab^ be, etc., are laid out. The first-moment scale will 
then be, as before : 

linear scale x pole-distance H ; 

but H^ measured from the polygon Oady will be given in square 
inches. The second-moment scale will be, as before, the product 
of the first-moment scale by the pole-distance //"', the latter be- 
ing measured by the linear scale. The second-moment scale 
will then give the number of inches* corresponding with the 
actual length in linear inches of the intercepts a*' b^\ etc. 

{b) Accurate determination. Both of the methods of Art. 46 
are applicable, with entire accuracy, to the determination of the 
moment of inertia of an area, when the latter can be divided into 
sections, the area of each of which, and its moment of inertia 
with respect to an axis passing through its centre of gravity, are 
known. In this case, the force representing the area of the 
section is applied, not at the centre of gravity of the latter, but 
at a distance from the axis of inertia which is equal to the radius 
of gyration of the area of the section about that axis. Thus, let 
a be the area of the section, k its radius of gyration about the 
axis Mm passing through the centre of gravity, k^ its radius of 
gyration about the given axis of inertia M^m\ and L the dis- 
tance between the two axes. Then, by Art. 45 bi 

r=ak^\ l^=^T/a\ 
r^I^aL^^ak^\ 

The required radius of gyration ky^ is therefore the hypothe- 
nuse of a right-angled triangle whose sides are k and Z, the 
magnitudes of which are known. The force corresponding with 
the sectional area a is then assumed to act at a distance k^ from 
the axis of inertia and to be parallel to that axis. If the total 
area can thus be divided into geometrical figures to which this 
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principle can be applied, either the method of intercepts or that 
of the area of the equilibrium polygon can be used, with entire 
accuracy, for the determination of the moment of inertia of a 
plane area. 



48. Higher Moment Sni&ces: the adi Moment of an Area. 

If an area be divided into very small parts or elements, 
and each of these elementary areas be multiplied by its dis- 
tance from any given line or axis, the algebraic sum of these 
products is known as the first moment^ or simply the mo- 
ment (Art 44) of the area about the given axis. Again, if 
each of the elementary areas be multiplied by the square of its 
distance from the given axis, the sum of the products thus 
obtained is called the second moment^ or moment of inertia (Art. 
47) of the area. In general, the ri^ moment of the area about 
the given axis would be the sum of the products found by multi- 
plying each elementary area by the «* power of its distance 
from the axis. 

Thus, Fig. 67, let it be required to find the successive moments 
of the area enclosed by the square BEFG about an axis NA^ 
passing through its centre of gravity and parallel to the side BG, 
Assume the area to be divided into elementary strips, as CD, 
parallel to the axis NA. Project C and D to E and F on the 
side EF, and connect the points E and F with the centre O of 
the axis NA, forming the triangle EOF. 

The moment of any strip, as CD, about the axis NA varies as 
the distance of that strip from the axis. From the similar tri- 
angles OEF and OHL we have : 

EF:HL::AF:AD, 
HL X AF^ EF y. AD^CDYs AD. 

But AF\^ the moment-arm of ^/^ (which is equal to CD\ and 
AD is the moment-arm of HL. Therefore, the moment of CD 
about NA is equivalent to the moment of HL about NA, if HL 
be at the distance FA from NA. 
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Similarly, it may be shown that the moment of any elementary 
atrip — similar to CD, but located in a different part of the area 

f - ' 1 




Fig. 67. 



NEFA — about the axis NA is equal to the moment about NA 
of that portion of the strip which is intercepted by the lines EO 
and FO, if that portion be at the distance FA from NA. 

Hence, the product of the triangular area OEF by the dis- 
tance AF of its most remote element EF from the axis NA is 
the first moment of the rectangular area NEFA about the axis 
NA. Similarly, the first moment of the rectangular area 
BNAG about the axis NA is equal to the product of the area of 
the triangle BOG by the distance AG, but, as this triangle is 
below the axis NA, the moment will be negative. The algebraic 
sum of the moments obtained from the triangles OEFzxxA OBG 
is the moment of the square BEFG about the axis NA, and is 
equal to zero, since the axis passes through the centre of gravity 
of the square. The areas OEF and OBG are known as the 
first-moment areas. 
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The second moment is the moment of the first moment 
Hence, to obtain the second-moment area, the first-moment area 
is treated as if it were a simple area and its first moment found. 
Thus, let the triangle OEFhc divided into elementary strips, as 
IIL, Project H and Z to ^ and /, respectively, on the most 
remote element EF\ draw Ok and Ol, and the points H' and Z', 
where these lines intersect the element //Z, will be points in the 
boundary of the second-moment area. Proceeding thus, we 
obtain the second-moment areas OH'EFL' and OH"BGL'\ 
whose sum, multipUed by the square of AF^ the distance of EF 
or BG from NA^ gives the second moment, or moment of 
inertia, of the square BEFG about the axis NA, 

For the third moment, the second-moment area is treated as 
a simple area, and its first moment is found. The operation is 
then repeated until the ^th moment is determined. 

49. Twisting Moment; Polar Moment of Inertia, {a) Twist- 
ing moment. If a shaft be subjected, as by a crank, to a force 
of magnitude P applied normally to a radius of the cross-- 
section at a distance / from the centre, the product Pp is called 
the twisting moment. The tendency of this moment is to 
twist the shaft around its axis and hence to shear it in a direction 
transverse to the axis. In works on mechanics of materials, it 
is shown that the twisting moment is equal to the product of the 
unit shearing stress, at a unit's distance from the axis, by the 
polar moment of inertia, /.^. : 

Pp = 5,/A, 

in which c is the distance of the most remote fibre of the cross- 
section of the shaft from the centre of gravity of that cross- 
section, 5*, is the unit shearing stress at the distance ^, and J is 
the polar moment of inertia. 

{b) The polar moment of inertia^ Ip (or J) of a body or a 
plane surface is the moment of inertia of the body, or the area of 
the surface, when revolved about an axis which is perpendicular 
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to the plane of rotation of the body or the area. For plane 
figures, this axis of inertia or pole is perpendicular to the plane 
of the figure. For a shaft, it is perpendicular to the plane of the 
transverse section and coincides with the axis of the shaft. 
There is a definite relation between the polar moment of inertia 

Y and the rectangular mo- 

ments of inertia which have 
been discussed. Thus, let 
Fig. 68 represent a plane 
circular area with com pla- 
nar axes XX and FK, and 
^ let a be an element of the 
area which is distant r from 
the centre O, through which 
centre the pole passes in a 
direction perpendicular to 
the plane of the area. Let 
/j, and ly be the rectangular 
moments of inertia of the element a about the axes XX and YY^ 
respectively. Then, if y and x be the distances of a from the 
axes XX and FF, respectively : 

1^ — X^ '\- J^y 

af^ = av^ 4- ay^y 

since ay^ and ax^ are the rectangular moments of inertia of the 
element a about the axes XX and FF, respectively, and ar^ is 
the polar moment of inertia of a about the point O. This prin- 
ciple applies to every element and hence to the entire area. In 
general : 

The polar moment of a plane area about any given point in 
its plane is the sum of the rectangular moments of inertia of 
the area about any two complanar axes which pass through the 
given point and are at right angles to each other. 
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50. Twisting and Bending Moments Combined. A crank 
shaft is subjected to torsional stress between the crank and the 
point where the power is delivered. Similarly, a shaft carrying 
a driving and a driven pulley is under torsional stress between 
the two pulleys. Furthermore, the weights of the shaft, crank, 
and pulleys and the tension of the belts produce bending mo- 
ments in the shafts. 

In practical computations, these twisting and bending moments 
may be combined to form either a twisting moment equivalent 
to both of the original moments of torsion and bending, or simi- 
larly an equivalent bending moment. Rankine,* in combining 
the greatest direct stress due to the bending load and the great- 
est shearing stress due to the moment of torsion in a shaft, gives 
the intensity of the greatest resultant stress in the form : 

/= J^-fl V^-f 45,2, . . . . (i) 

in which 5 is the maximum flexural unit-stress and S, is the 

greatest shearing unit-stress due to torsion. 

Let Mt, be the bending moment, Mf the twisting moment, and 

EAft, and EM^ the equivalent bending and twisting moments, 

respectively, each assumed to be equivalent in effect to both Mf, 

and Mf. By the fundamental formulae for pure bending and 

pure torsion : 

5 = i^^//and 5, = Aftc//, 

in which c is as defined in Art. 49. 
For circular sections of diameter d: 

/ = TT d^/64 and y = TT a^/i2, 
hence: y=2/ 

For the equivalent bending moment, / = EM^f/I , Substituting 
in(i): EMj;^i/2{AU^^JffVM}), ... (2) 
For the equivalent twisting moment, / = EM^ c/2 1. Substitut- 
ing in (i): EM,^AT,-\-^'WTM (3) 

♦"Applied Mechanics," London, 1869, p. 358. 
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From (2) and (3): EMf,=^ 1/2 EM^, (4) 

ue^t in converting a twisting moment into an equivalent bending 
moment the latter, on the same scale, is equal to one-half the 
twisting moment. 

Grashof deduces equation (i) in the form: 

t = '^ + V^y/ S^ + AS? , . . • (5) 
2 m 2 m • -T * 

in which the value of m is usually taken as 4. Using that value, 
we have by the method as above : 

EM, = f il/, + I VJ^^^JV 

which is the form used by Reuleaux in The Constmcior. Under 
these conditions, the equivalent bending moment is equal to five- 
eighths of the twisting moment 

It should be observed, as to the equivalent twisting moment 
(3), as deduced from (i), that the greatest resultant stress /, as 
given by Rankine, is not a shearing, but a direct stress. Merri- 
man,* in discussing combined flexure and torsion, finds the 
resultant maximum tensile or compressive unit-stress / as in (i), 
but deduces the greatest resultant shearing unit stress as : 



s^±^VS^^r4S} (6) 

from which, by the preceding methods : 

EM, = ^MfVM?, (7) 

From (2) and (6) : 

EM,:^l(i + f^^ \eM, .... (8) 

The equations given above apply in their present form only to 
bodies of circular cross-section, as a shaft. They are applicable 
to those of other sections under similar stresses, when the 
proper values of r, /, and y are employed. 

♦ " Mechanics of Materials," New York, 1909, p. 266. 
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The graphic method for combining bending and torsional 
stresses is shown in Fig. 69, as applied to a counter-shaft sup- 




FlG. 69. 

ported in bearings at A and B, and carrying a driving and a 
driven pulley at C and D, respectively. Such a shaft is sub- 
jected to bending stresses due to its weight, that of the pulleys 
and belts, and the tension of the latter. For simplicity, neglect 
the weight of the shaft and consider the loads Pi and P2, due to 
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the weight of the pulleys and the pull of the belts, as acting in 
the same vertical plane. Draw the force polygon abc with pole O^ 
and the corresponding equilibrium polygon KLMN, By Art. 
41 the bending moment M^^ at any section of the shaft, as b^ is 
directly proportional to the corresponding ordinate, as fc, of the 
equilibrium polygon. 

The shaft is also under torsional stress in the section CD 
between the driving and the driven pulleys. If/ be the radius 
of the former pulley and P be the force exerted by the belt, 
the twisting moment M^ throughout the section CD will be Pp. 
Compute the bending-moment scale by Art. 36, and on the same 
scale construct the twisting-moment diagram EFGH^ any ordi- 
nate of which is equal to M^, 

Using equation (3) to find the equivalent twisting moment, 
draw any ordinate, as abcy to the combined diagrams. With the 
centre ^, revolve be to bc\ and with the centre ^, revolve i^b to 
c^b^ on a(! produced. Then, ab^ = ad 4- c^V is the equivalent 
twisting moment for the section b of the shaft, since ab = J/,, 
be = Mf,, ad = V J/,a -f M?, and db' = M^. Lay off a''V' = 
ab^ in the lower diagram in line with ac^ thus determining 
the points ^" and W, In a similar way all other points are 
found and the diagram QRSTUVy representing the equivalent 
twisting moment, is drawn. In the sections KL and FN^ M^ = 
o, and by (3), E^h = 2 M^. Since by (4), EM^ = I EM^, the 
diagram Qrstu V for the equivalent bending moment is con- 
structed by making each of its ordinates equal to one-half the 
length of the corresponding ordinate in the equivalent twisting- 
moment diagram. 

PROBLEMS 

60. A force of 12 pounds acts at right angles to the extremity of the diag- 
onal of a square whose side is 10 inches. Find the moment of the force about 
the centre of the square. 

61. Find the moment of a force of 15 pounds, exerted by a man upon the 
steering wheel of an automobile, about the axis of the wheel, the effective 
diameter of which is 18 inches. 
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62. In Fig. 55, assuming the forces Py, P^ P^ /\ to be to each other as 
3:4:5:6, find the moments of the several forces about the point R, 

63. Using the forces as given in Fig. 56, find the moments of the several 
forces about any point midway between the lines of direction of the forces 
/», and P^. 

64. A brakeman sets up a brake on a car by pulling 40 pounds with one 
hand and pushing 40 pounds with the other. If his forces act tangentially to 
the brake wheel of 20 inches effective diameter, find the moment of the couple. 

65. If the forces /'j, P^ P^ and /\, in Fig. 58, be 200, 400, 600, and 800 
pounds respectively, find the bending moment at M in the section of the beam 
cut by the line MNQ, 

66. A straight rod AEy 8 feet long, weight neglected, divided in the points 
Bj C, D so that AB : BC\ CD : DE : : 1:3:5:7, supports weights of Py 2 /*, 
3 /*, 4 Z' at the points B^ C, Z>, E^ respectively, and is in turn supported at (7, 
the centre of gravity of the system of weights. Find the bending moment at 
a point M in the section midway between G and the point of application of the 
nearest force. 

67. In Fig. 60, if ^ be 45° and P equals one-half Wy find the combined 
bending moments of /^ and W^ the length oi AB being taken as 12 feet. 

68. Find the maximum moment of a force of 100 pounds acting upon the 
rim of a wheel, effective diameter 5 feet, about the axis of the wheel. 

69. Find the moment of the area of the T-section, given in Fig. d^y about 
the line AL, 

70. Find the moment of inertia of a triangular area about one side as an 
axis. 

71. Compare the moment of inertia of a square about one side as an axis 
and that about one of its diagonals as an axis. 

72. Find, by the method given in Art. 48, the second moment of a tri- 
angular area about an axis coinciding with one side of the triangle. 

73. Find the third moment of a square area about an axis lying outside the 
square but parallel to one of its sides. 



CHAPTER VI 

THE Ft*XDAMEXTAL THEORY OF BEAMS 

The determination of the character and magnitude of the 
internal stresses produced in the comprehensive class of bodies 
known as beams by the application of external loads or forces, 
presents a wide variety of problems which are capable of solu- 
tion by graphic methods. For simplicity in the discussion of 
the latter, a brief review of the fundamental theory of beams is 
given below.* 

51. Definitions. A beam may be generally defined as a rigid 
bar set, as a rule, horizontally, and supported at one or more 
points. If it has but two supports, one at each end, it is called 
a simple beam. If it be supported only in the middle or the por- 
tion considered be that projecting beyond a support, it is known 
as a eantili^'er beam. A eontinuons beam is a bar having more 
than two supports. The definitions, as above, refer only to the 
cases in which the beam rests freely on its supports. On the 
other hand, a beam is said to be fixed or restrained at a support, 
when, at that support, it is so constrained that the tangent to 
the elastic curve is horizontal there, as in the case of the built-in 
cantilever. Figs. 72 and 76. A beam having two supports may 
thus be simply supported as a simple beam, or one end may be 
supported and the other fixed, or both ends may be fixed. 

When a beam is deflected by its own weight and that of the 
loads upon it, its neutral axis (Art. 61) bends in a curve known 
as the elastic curve (Art. 63). It is evident that the amount of 
the deflection thus produced is comparatively small and varies 
with different materials. The deflection may be due to either 
uniform or concentrated loads^ or to the two combined. 

*The notation and general methods of this chapter are those employed in 
Merriman*s " Mechanics of Materials." 
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A beam is said to cany a uniform load when the latter is uni- 
formly distributed over the beam and when the weight of the lat- 
ter forms a part of this uniform load. Such loads are usually 
stated in pounds per lineal foot of the beam, the latter haxdng the 
same cross-section throughout its length. Thus, let w be the 
weight of the uniform load per unit of length ; then, for x 
units, the weight will be zc/x, and, for a span / units in length, 
wl or W would represent the total uniform load. A concen- 
trated load P is one which is applied at one point only of the 
beam. 

The external forces acting on a body and tending to change 
its shape are opposed by internal forces known as stresses ; the 
stress thus produced may be tensiUy tending to stretch or rupture 
the body ; compressive ^ acting to cause failure by crushing ; or 
shearings in which the tendency is to sever the body by transverse 
cutting. The unit stress is the amount of the stress per unit of 
area of cross-section. The effect of any stress is a change in the 
form of the body ; the amount of the change thus produced pri- 
marily by an external force or forces is called the deformation. 
Thus, a body under tension is elongated and one under com- 
pression is shortened, while shearing tends to produce detrusion 
or thrusting outward of the particles; as familiar examples, 
a rope used to hoist a weight is lengthened, a column supporting 
a load is compressed and shortened. 

52. Fundamental Laws of Tension and Compression. These 
laws are : 

{a) For small stresses, the materials used in engineering con- 
structions may be considered as perfectly elastic, z>., they will 
regain their original form on the cessation of the stress. 

{b) The deformations produced by small stresses are nearly 
proportional to the forces which cause them and also nearly pro- 
portional to the length of the body. 

(r) When the stress is sufficiently great, the body fails to 
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return to its original form after the removal of stress, and a part 
of the deformation remains as ' permanent set.' 

{d) Under a still greater stress, the deformation no longer 
increases in proportion to the stress, but grows more rapidly, 
and the body is finally ruptured. 

53. Elasticity. The property, which most materials possess, 
whereby they tend to regain their original form after the re- 
moval of stress is known as elasticity. 

If the stress to which a body is subjected be gradually in- 
creased, that point in the magnitude of the stress beyond which 
the body is incapable, after a removal of stress, of a return to its 
original form is called the elastic limit. Theoretically, this limit 
occurs at a definite point, but experimentally it is considered as 
at that point where the 'set* becomes well marked, as the 
stresses are increased, and after sufficient time has been given 
for the body to regain its original form. 

The Modidiis of Elasticity^ also known as the Coefficient of 
Elasticity and designated by E, is the ratio of the unit stress in 
a material to the corresponding unit deformation. As the defor- 
mation within the elastic limit varies directly as the stress, it is 
clear that, for the same material, E is constant, as is shown very 
approximately by experiment. 

54. Reactions at the Supports. When a beam, under the 
action of applied loads, is in equilibrium, it is evident that at 
the points of support there must be upward reactions equal to 
the downward pressures exerted at those points by the loads and 
the weight of the beam. To determine these reactions, the 
weight of the beam and the magnitudes and location of the loads 
must be known. Since the loads and reactions represent, in 
general, a system of vertical forces, the magnitudes of the 
reactions may be found by applying one or both of the following 

(^) 2 all vertical forces = o; 
(^) moments of all forces = o. 
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In the case of the cantilever, a beam with but one support, it 
is evident from the first law that the reaction must be equal to 
the sum of the weights of the beam and the loads. 

When the beam has two supports, it is necessary to apply 
the second law in order to determine the reactions. In this 
case, the centre of moments may 
be taken most conveniently at one j 

of the supports. i. ] • i 

Thus, let Fig. 70 represent a j* — 5 ^* 5 *i 

simple beam of 12 feet span with **! * 

'^ '^ Fig. 7a 

a concentrated load P, 5 feet from 

the left support. Designating the reactions at the left and 
right supports by Ji^ and H^, respectively, and taking moments, 
first about the right, and then about the left support, we have, 
by the second law : 

12^1- 7/^ = o; I2J?2- 5^ = 0; 

Again, let Fig. 71 represent a simple beam, 12 feet long, 
weighing 20 pounds per linear foot, and having concentrated 

loads of 300, 200, and 400 pounds 

SpO 400 

applied, respectively, at 3, 5, and 
1 8 feet from the left support. The 
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^3_H|f — A—-^ weight of the beam may be con- 

• sidered as a concentrated load ap- 

FiG. 71. ^ 

plied at the middle. Taking mo- 
ments about the left support: 

12 J?3 = 240 X 6 + 300 X 3 + 200 X 5 -i- 400 X 8. 
Taking moments about the right support : 

12 R^ = 240 X 6 + 300 X 9 + 200 X 7 4- 400 X 4. 
Hence, Ri = 595 pounds and R^ = 545 pounds, the sum of 
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which is 1 1 40 pounds, or the weight of the beam and its 

loads. 

With a simple beam uniformly loaded, the reaction at each 

support is equal to half the weight of the beam, plus half the 

load. With a continuous beam, />., one having more than two 

supports, the magnitude of the reactions cannot be determined 

by the application of laws {a) and (*), but must be found by the 

use of the properties of the elastic curve (Art. 63), as deduced 

for the given material and conditions of loading. 



55. The Vertical Shear. A beam may fail by shearing in a 
vertical section. In Fig. 72, representing a cantilever, take 

any section, as ad, dis- 



p 
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I 



I 
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I 



tant X units from the 
left extremity. If tv 
be the weight per unit 
of length of the beam 
and P be the concen- 
trated load at the left 
of the section con- 
sidered, it is evident 
that a force equal to 
P -\- wx acts downward on the left of the section ab, and that 
an equal force acts upward at the right of that section. 

Again, in the simple beam, Fig. 73, take any section, as ab, 
distant x units from 



Fig. 72. 
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T 



the left support. In 
this case, there is a 
force J?i - (P + wx) 
acting upward on the 
left of the section and 
an equal force acting 
downward on the right 
of the section. We have thus forces equal in magnitude but oppo- 



FIG. 73. 
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site in direction acting on the two sides of the section. It is custom- 
ary to call upward forces, positive, and downward forces, negative. 

From the foregoing, it will be seen that : 

the vertical shear V, 
at any vertical section of any beam, loaded in any manner, is 
the algebraic sum of all of the vertical forces on the left of the 
section ; or F'= reaction on the left of the section considered, 
minus all loads to the left of that section. 

From this definition it is apparent that Vimy be positive or 
negative, according as the left reaction is greater or less than 
the sum of the loads to the left of the section. The direction in 
which the portion of the beam on the left of the section tends 
to move with respect to the portion on the right, is shown by the 
character ol V. li V be positive, the left-hand portion is 
pressed upward ; if negative, downward. 

Expressed in terms of R^, P^ and 21/, the general equation for 
the vertical shear becomes : 

in which x is the distance in units between the left extremity of 
the beam and the section considered and 2^^ and 2/^ are the 
sums of the reactions and loads, respectively, on the left of that 
section. 

As numerical examples : in Fig. 72, let the beam be 12 feet 
long and weighing 20 pounds per linear foot, /* be 1 50 pounds, 
and JT, 6 feet. For the section ab^ the left reaction is zero, and 
therefore, K= o — 150 — 120 or P'= — 270 pounds, being thus 
negative. Again, in Fig. 73, let the beam be 12 feet long 
and weighing 20 pounds per linear foot, P to be 180 pounds 
applied at one foot from R^, and ;r to be 2 feet. Then, F= 
285 — 180 — 40, or F= 65 pounds. From the positions of 
the load P and the weight of the beam, it will be seen that, 
for all sections between the left support and a point five 
and one-quarter feet to right of it, the vertical shear will 




Fig. 74. 
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be positive; for sections beyond this point, the shear would 
be negative. 

56. Shear Diagrams. The general equation for the vertical 
shear, as given above, makes it possible to draw a shear dia- 
g^m for any section of a simple or cantilever beam, when the 
position and magnitudes of the loads and the weight of the 
beams are known. 

Thus, Fig. 74, consider a simple beam / feet long and weigh- 
ing w pounds per linear foot. As 
the load is uniform, each reaction 
is \ wi. Taking any section dis- 
tant X from the left support, and 

remembering that ^R^ = — and 

2P = o, we have V= — • -— wx^ 

2 

which shows that V has its maximum value when jr is a mini- 
mum, 1.^., V is greatest and equal to — - at the support, and 

2 

also that V is zero when jr= — . As this equation is of the 

first degree in the variables V and jr, the locus or curve repre- 
sented by it will be a straight line ; if the values of x be taken 
as abscissae, those of V will be ordinates. If the base line AB 
be drawn and at A^ taken as the origin of coordinates, an ordi- 
nate be erected equal to — on the scale employed, and from 

2 

the upper extremity of this ordinate a line be drawn, passing 
through the mid-point of AB and prolonged until it intersects 
the ordinate let fall from B^ the area included between this line 
and the base line will be the diagram of shears for this case. 
The length of any ordinate in this diagram, measured in terms 
of the first ordinate, will give the vertical shear at the section 
of the beam directly above the ordinate. Ordinates above 
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the base line indicate positive shear; those below it, negative 

shear. 

Thus, Fig. 74, let the span be 12 feet and the weight of beam 

per linear foot, 20 pounds. Each reaction, — , m-ili be 120 

2 

pounds. Taking any convenient scale and assigning to x con- 
secutive values from zero to 12 and erecting the corresponding 
ordinates, the shear diagram is drawn as in the figure. The 
shear at the left end is + 120; at the right end, — 120; and at 
the middle, is zero. 

Again, Fig. 75, take a simple beam with concentrated loads 



I 







Mt 



.^ai. 



1 



^^M^^^^^^^^^^^^ 



L 



Fig. 75. 
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Pj . . . P^ and as in (tf), neglect the weight of the beam. Draw 
the base line AB^ and at its left extremity erect an ordinate 
equal to R^, whose value can be found by methods previously 
given. From the upper end of this ordinate, draw a line parallel 
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to the base line and meeting the ordinate corresponding to the 
sections of the beam where the load Py is applied; then drop a 
distance equal to this load, measured in terms of Ry, and again 
draw a line, parallel to the base line and meeting the ordinate 
corresponding with the next load; continue this process until 
the diagram is complete, as shown in figure. 

If, as in {b\ the weight of the beam had been considered, the 
shear diagram would differ from that of {a) in that the reactions 
would have greater values, and that succeeding ordinates between 
the left support and the first load, and between consecutive 
loads, would decrease uniformly in value above the base line 
and increase below that line. This action is indicated also by 
the general equation for vertical shear. 

For example, let the beam, Fig. 75, be 12 feet span, having 
loads of 300, 600, 400, and 500 pounds applied at 2, 4, 6, and 9 
feet, respectively, from the left support, R^ will then be 825 
pounds and R^ 975 pounds. Then V = 825 — "iP. In (a), 
the shear for any section between the left support and the first 
load will be + 825 pounds; between the first and second loads, 
+ 525 pounds; between the second and third, — 75 pounds; 
between the third and fourth, — 475 pounds; and, between the 
fourth load and the right support, — 975 pounds. 

Taking the weight of the beam as 20 pounds per linear foot, 



P, 



we have, as in {p\ 
Ri= -\- 945 pounds, 
and then, between the 
3 left support and the 
first load of 300 pounds, 
a gradual decrease in 
the ordinates, so that, 
just to the left of that 
load, fis+gos pounds, 
and just to the right of 
it, is 605 pounds. Continuing this process, the shear just to the 
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left of the right support will be found to be — 1095 pounds. 
The inclined lines, bounding the top and bottom of the shear 
diagram, are parallel. 

Let Fig. 76 represent a cantilever beam with its left ex- 
tremity free, the right iixed, and carrying the concentrated 
loads P^ and P^ in addition to its own weight The diagram 
may be drawn as before, using the general equation, F= 2^ 
— 2/^ — wx, and bearing in mind that 2^, for any section ab^ 
to the left of the fixed end, is zero, i>., that there is no left 
reaction. It should be noted that the ordinates in this dia- 
gram are all negative, since the shear at any section is ob- 
tained by subtracting a positive quantity from zero. Had the 
left end of the beam been fixed and the right end free, the 
value of 2^, or the left reaction, 
would have been equal to the weight 
of the beam plus the loads, and the 
shears would all have been positive, 
as shown in Fig. 77. ' ^* 

As a numerical example, let the beam. Fig. 76, be 8 feet 
long, weigh 20 pounds per linear foot, and have loads Pi of 
100 pounds at the free end and P2 of 200 pounds at the middle. 
As -^1=0, F= o — IP — wx, and giving to x various values, 
the vertical shear is found to be, at the free end, — 100 pounds; 
just to the left of the middle section, — 180 pounds; at the 
right of that section, — 380 pounds ; and, at the wall, — 460 
pounds. 

57. The Bending Moment. In order to determine the stresses 
in a beam, it is necessary to find the bending moment (Art. 41), 
as well as the shearing force, at any section of the beam. A 
beam fails generally by transverse rupture. Thus, in Fig. 76, 
the force P^ and the weight of the portion of the beam to the 
left of the section ab tend to produce rotation of that part of 
the beam about any point in the section, while the effect of 
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P^, of the weight of the portion of the beam to the right of 
ab^ and of the reaction at the support is to produce rotation 
in an opposite direction of that part of the beam, about the 
same point in the section ab. The measure of the tendency 
to rotation would be, in either case, the moment of the re- 
sultant of the forces considered above, with reference to the 
point in the section. 

Since the beam is in equilibrium, the moment of the re- 
sultant of the forces to the right of a section, as ab^ must 
be equal to that of the resultant of the forces to the left. 
Hence : 

the bending moment M at 
any section of a beam is the algebraic sum of the moments 
of all the external forces acting on the portion of the beam 
to the left of the section, with reference to a point in that 
section ; or, J/ = moment of reaction, minus the moment of 
loads. 
The bending moment is positive or negative, according as 

the portion of the beam to the 
left of the section considered, 
tends to rotate in a clockwise or 
contra-clockwise direction. 

Let Fig. 78 represent a beam 
of length /, carrying a uniformly 
distributed load weighing w pounds per unit of length. Each 

ivl 
reaction is then — . For any section distant ;r units from the 

2 

left support, the bending moment is : 

«^_ wlx w^ 



in which expression M = o when x =^ o and also when ;r = /. 
Hence, the bending moment is zero at the supports. Again, 
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M is a maximum and equal to 



8 



when jr = - . From 

2 

the form of the equation, it will be seen that the curve of 
bending moments is a parabola. The diagram of bending 
moments is laid out by drawing a base line AB^ giving x 
various values, and plotting, as ordinates, to any convenient 
scale, the values of M obtained from the equation. Any 
ordinate therefore expresses, on the scale adopted, the value 
of the bending moment for the corresponding section of the 
beam. 

Thus, in Fig. 78, let /= 12 feet, and z</ = 50 pounds. Sub- 
stituting in the equation for M^ we find that, when ;r = o 
and when ;r= 12, M=o; when x = 6, J/ =900 pound- 
feet ; when ^ = 3 feet or 9 feet, M = 675 pound-feet. Any 
other values may be found simi- 
larly. 

Again, Fig. 79, consider a sim- 
ple beam carrying the concen- 
trated loads Pi, P^f P^\ neglect 
the weight of the beam. In this 
case, the general equation for the 
bending moment at any section 
distant x units from the left support is : 




Fig. 79. 



M^RyC-l.P{x-^p\ 



in which R^ is the left reaction, P is any concentrated load 
to the left of the section considered, and / is the distance 
of that load from the left support. Thus, for any section 
between the left support and the load P^, M^R^x-, and, 
for any section between P^ and P^, M =^ R^x — P^ix — p^, 
in which p^ is the distance of P^ from the left support. As 
before, M=o when x = o and when x = /. As the expres- 
sion for M for each of the several loads is the equation of 
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a Straight line, the curve of bending moments becomes a broken 
line, as shown in the figure. 

Considering the weight of the beam, the general equation for 
the bending moment becomes : 



M^R^x^ 



wx^ 



-^P{x-p\ 



from which it will be seen that the portion of the moment curve 
between the left support and the first load, or between any two 
consecutive loads, is parabolic in form. For a simple beam, all 
the bending moments are positive. 

For example, in Fig. 79, let the beam be of 12 feet span and 
the loads P^, P^, and P^ be 50, 30, and 70 pounds, respectively, 
acting at 3, 6, and 9 feet from the left support. R^ will then 
be 80 pounds. At the supports, M is zero ; under Pj, it is 240 
pound-feet; under P^y 330; and under P^, 330 pound-feet. 

The bending moments of a cantilever beam will be posi- 
tive or negative, as the support is at the left or right end 

P of the beam. Fig. 

T^"^ 80 shows a beam of 



A 




, I I i the latter type. The 



Fig. 80. 



I 1 ' bending moment at a 
section jr units from the 
left is : 

J/ = Px. 



58. Relation between Bending Moment and Vertical Shear. 

The bending moment at any section of a beam is equal to the 
area of the diagram for vertical shears included between the 
section and the left support, the area being measured ia terms 
of the load and linear scales employed. 

For example, let Fig. 81 represent a simple beam carrying the 
concentrated loads P^ . . . P^. Construct the shear diagram on 
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the base line AB. For any section distasi r oniis fn>s tbe !c:t 
support, the bending moment is : 

Jf= R^x-P^x^ = P^r^ 

in which x^ and x^ are tbe distances of /*, and P^ respect:ve>.'. 
from the section considered. The expression R^x is the area 
of the rectangle whose altitude is Aa = Ry, measured in load 
units, and whose base is x, measured in lengtli units ; Pi'i and 



1 P. 




P^x^ are the areas, respectively, of the similar rectangles having 
^j and /"j as their altitudes and -r, and x^ as their bases. The 
sum of the areas of the two latter rectangles, deducted from 
the first rectangle R^x, leaves the area of the shear diagram to 
the left of the section considered, as stated above, this area 
being measured in terms of the load and length units employed 
and being equivalent to M. The principle is established, there- 
fore, for a system of concentrated loads. 

It is evident that this principle holds also for a uniformly 
loaded beam, since, in this case, the loads /*j, P^, P^, etc., 
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would be equal and their distance apart would be infinitesimal ; 
the broken line abcdef^ Fig. 8i, would then be replaced by a 
straight line, as in Fig. 74. 

59. Maximum Bending Moment. Since the bending moment 
at any section is equal to the area of the portion of the shear 
diagram extending from the left support to the section, it is 
evident that M will be a maximum when this partial area is a 
maximum, /.^., at that section beyond which the area of the 
shear diagram ceases to increase with an increase in the value 
of X, Such a section occurs in Fig. 81 when the broken line 
abcdef crosses the base-line AB. Hence, the bending moment 
is a maximum when the vertical shear is zero. 

60. Internal Stresses and External Forces. When a beam, 
loaded in any manner, is in equilibrium, internal stresses are 

produced within it 



T 

I 



I ■ I 



^ 



b 



Fig. 82. 



-, which oppose the ex- 
ternal forces and aid 
in maintaining equilib- 
rium. In any given 
case, there must be a 
definite relation be- 
tween these stresses 
and forces. Thus, con- 
sider the cantilever, Fig. 82, having the load P acting at the free 
end. At any section, as ab^ the tendency of the force P and of 
the weight of the portion of the beam to the left of the section, is 
to produce rotation about ab and to shear at that section. This 
tendency is opposed, and the beam to the left of the section is 
kept in equilibrium, by the resisting and counterbalancing 
stresses set up at the section ab. Assume a plane to be passed 
through the section ab^ as in Fig. 83, dividing the beam into two 
parts, and let forces, Jf, F, and Z, equal in magnitude to, and of 
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like direction as, the stresses, be applied to the severed parts. 
It is evident that the equilibrium of each portion of the beam 
vrill still be maintained. 
Hence : P 

the external forces 
on each side of any 
cross-section of any 
beam are held in equi- 
librium by the internal 
stresses at that section. 

Since the system of forces is in equilibrium, the following 
condition of statics must obtain for the forces : 

2 all horizontal components = o, 

2 all vertical components = o, 

2 moments of all forces = o. 

The external forces will produce at the cross-section stresses 
of different character — tensile, compressive, and shearing. 
These stresses may all, however, be resolved into horizontal and 
vertical components. It follows, from the first condition, that 
some of the horizontal components must act in one direction and 
some in another, />., that some must be tensile and some com- 
pressive, and that the sura of the former must be equal to that 
of the latter. 

Similarly, from the second condition, the sum of the vertical 
components must be equal to the algebraic sum of the vertical 
forces to the left of the section, which sum has already been 
expressed by F, equal in magnitude but opposite in direction. 
The algebraic sum of the internal vertical stresses is called the 
resisting shear; the relation between it and the vertical shear is : 

Resisting Shear = Vertical Shear. 

From the third condition, it follows that the algebraic sum of 
the moments of the external forces about any point in the section 
considered, «>., the bending moment, must be equal to the 
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algebraic sum of the moments of the internal horizontal stresses 
about the same point, the latter sum being known as the resist- 
ing moment. Hence : 

Resisting Moment = Bending Moment 

The principles established in this investigation apply to any 
beam, loaded in any manner. 

61. Neutral Surface and Neutral Axis. The fundamental 
laws cited in the preceding article are of primary importance 

in the investigation of the stresses in beams; 

*r"i5L pJ I the study of these stresses will be aided ma- 

t I terially by a further investigation of the prop- 

N-i i>A erties of the neutral surface and the neutral 

axis of beams under applied loads. 

If a simple beam be loaded, it will un- 

dergo more or less 'deflection,' ue,^ the upper 
side will become concave and the lower side convex. The 
upper fibres of the beam are thus subjected, in being short- 
ened, to horizontal compressive stresses, while the fibres of 
the lower portion are elongated by tension. From the upper 
surface of the beam the stress in the fibres passes through 
gradually decreasing compression, and then changes to ten- 
sion which stress gradually increases and is greatest at the 
lower surface of the beam. Hence, in every vertical ele- 
ment of the vertical section of a beam, there must be a 
point where the fibres are under neither compression nor ten- 
sion, and the stress is zero. The locus of these points is a 
surface called the neutral sutface ; the intersection of this 
surface with the plane of the vertical cross-section is known 
as the neutral axis. The amount of elongation or compres- 
sion of any fibre is directly proportional to its distance from 
the neutral axis. 
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The neutral surface passes through the centre of gravity of 
the cross-section. Thus, let Fig. 84 represent the cross-section 
of an I beam, the line NA the neutral axis, and z the distance 
of any fibre from that axis. If 5 be the unit stress on the hori- 
zontal fibre at the greatest distance c from the neutral surface, 
then the stress on any fibre at unit distance from that surface 

will be equal to — , and at any distance Zy the unit stress will 

c 

be 5-. 
c 

For any elementary area a^ at the distance ^, the horizontal 

stress will be Sa -, and, for the entire section, the total horizontal 

c 

stress will be 25^-. But: 



25a = — ^az = 2 all horizontal stresses. 



In the preceding article, it was shown that the algebraic sum 

of all horizontal stresses was zero. Therefore, — ^az = o. As 

— must have a definite value, laz must equal zero. From the 
c 

definition of the centre of gravity of an area (Art. 28), it is 
known that this condition exists only when the line of reference 
passes through the centre of gravity, through which point there- 
fore the neutral surface must pass. 



62. Shearing Force and Bending Moment. In determining 
the strength of a given beam, it is necessary to ascertain the maxi- 
mum shearing force and bending moment which may occur in 
any beam at any point. The following relations have been 
shown to exist for any section of any beam, loaded in any 
manner : 

Resisting Shear = Vertical Shear ; 

Resisting Moment = Bending Moment. 
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It A denote the area of any vertical cross-section and S, be 
the unit shearing stress, then, by definition : 

Resisting Shear = AS,, 

Calling V the vertical shear for the same section, we have, 
since the vertical shear equals the resisting moment : 

A 

Thus, the section of the beam being known and also the 
positions and magnitudes of the loads, the maximum shearing 
force may be readily determined. 

Again, that the beam may be in equilibrium, the bending 
moment at the given section must be counterbalanced by the 
moment of the internal horizontal stresses about a point in the 
section. Letting S represent the horizontal unit stress, whether 
tensile or compressive, upon the fibre most remote from the 
neutral axis and at a distance c from that axis, and letting z 
be the distance of any elementary area a from the axis, as in 
Fig. 84, it follows that : 

— = unit stress at distance unity, 
c 

S- = unit stress at distance js, 
c 

aS - = stress on elementary area a. 
c 

To obtain the resisting moment for all the internal horizontal 
stresses, with respect to the neutral axis, the stress on each 
elementary area must be multiplied by the distance of that area 
from the neutral axis ; or : 

c 

Resisting Moment of horizontal stresses = — ^a^. 

c 

But, the expression, 2^2^ is the moment of inertia of the 
section with respect to its neutral axis and may be represented 
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by /. Substituting this and remembering that the resisting 
moment is equal to the bending moment M: 

ST n/r c ^^ 
— = il/, or 5 = — IT, 

c I 

from which the maximum tensile or compressive stress may be 
found when the cross-section of the beam and the positions and 
magnitudes of its loads are given. 

The expression -, known as the modulus of the section or the 

c 

section factory is thus the quotient of the moment of inertia of 

the section divided by the distance of its most remote fibre from 

its neutral axis. The determination of the moments of inertia 

of various sections has been treated in Art. 47; the value of c 

may be found when the position of the centre of gravity (Arts. 

28, 30, 44) of the section has been determined. 

63. The Elastic Curve. When a beam is deflected by applied 
loads, the curve assumed by its neutral axis is known as the 
elastic curve. The 



equation of this curve 
will now be deduced. 

From the assump- 
tion that the fibres 
above or below the 
neutral surface of any 
beam are elongated 
or contracted by an 
amount proportional to 
their distance from the 
neutral surface, it follows that any vertical line, drawn upon the 
side of a beam before the latter is deflected, will still be a 
straight line after the beam becomes curved. 

Let Fig. 85 represent a short portion of a beam under flexure, 
in which na is the curve assumed by the neutral axis, and mm^ 




Fig. 85. 
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and //' are two normal sections passing through n and a and 
meeting, when produced, in ^, the centre of curvature. Through 
;/, pass tt' parallel to//'. As mm^ and //' were parallel before 
the beam was deflected, it is evident that // has been elongated 
by an amount equal to mt, and that /'/ has been shortened by 
the amount m!f^ the elongation and shortening being propor- 
tional to the distances of the fibres concerned from the neutral 
surface. 

From the similar triangles /^w and mnt, we have 

om : nm : : tnp : mt, 

and, replacing om by its equivalent R, the radius of curvature, 
nm by c, the distance of the most remote fibre from the neutral 
surface, mp by d/j an indefinitely small part of /, the length of 
the beam, and mi by X, the amount of elongation d/, the propor- 
tion becomes : 

R\c\\dl\\ {a) 

Assuming that the elongation X is produced by the unit stress 
5 (from the principle that the unit elongation bears the same 
ratio to the unit length as the unit stress to the coefficient of 
elasticity E\ it follows that : 

^ = :^ <*) 

Substituting this value of X in equation («), we have : 

R=£-^ W 

But, from Art. 62, — = — ■ . Therefore : 

5 M 

"-% w 

an equation giving the radius of curvature of any section of the 
beam in terms of the bending moment and moment of inertia of 
the section and of the coefficient of elasticity of the material. 
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By the aid of the calculus, it may be shown that the radius of 
curvature for any point (jr, y) of a curve of length / is : 



Substituting this value of R in equation (</), 

dl* EI 



dxcPy M' 



if) 



a general differential equation of the elastic curve. 

In investigating the stresses in beams, the axis of abscissas is 
taken as parallel to the neutral axis of the beam before flexure 
and the axis of ordinates as perpendicular to the neutral axis. 
It will be seen, therefore, that dl is virtually the same as dx, the 
projection of dl upon the axis of X. Replacing dl in equation 
(/) by dx and simplifying, we have : 

^'=f .,^=^/g u) 

As a beam is considered to be homogeneous throughout its 
length and also of the same cross-section, E and / are constants 
for all parts of the curve, M being the only variable. 

By inspection of equation {g), it will be seen that the char- 
acter of M depends upon — ^, the second differential coefficient 

of the equation of the curve, as both E and / are always posi- 
tive. Again, as EI in equation (^/) equals MR, it will be seen 
that ^ and R are simultaneously positive or negative, i.e., when 
^is positive, the upper side of the beam is concave or under com- 
pression, and R is directed upward and positive ; and that, when 
M is negative, the lower side of the beam is concave and under 
compression, and R is directed downward and is negative as is 
the case in Fig. 85. 

As an application of the general formula {g)y consider a simple 
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beam, as in Fig. 86, having a loadP at the middle. R^ is ^P 
and the bending moment at any section between P and the left 
support is . 

P 




til 




-i- 

Fio. 86 



Integrating once, we have : 

EI^^lPx^^'C. 
ax 

Now, -^, /.^., the slope of the curve, is zero directly under P^ 
ax 

where x ^\L Therefore, C = — ^g^ PP'^ and substituting this 

value, the equation becomes : 

ax 
Integrating again and finding the value of the constant from 
the fact that y ^o when ;r = o, the equation of the elastic curve 
for the portion of the beam to the left of P becomes : 

AZEIy^P{/^^- 3/2;r). 

The deflection of the beam at any section is the value of y for 
that section, which value may be obtained by substituting the 
value of X for that section in the equation, and solving for y. 
Thus, the deflection for a section midway between the left sup- 
port and the load is found by making ;ir = J / in the equation and 
obtaining the corresponding value of j, which value is equal to 

1 1 Pl^ 
— — ^ but the minus sign is neglected since the value of y 
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is measured downward from the axis of abscissas, as shown 
in the figure. 

The maximum deflection, represented by A, will be at the 



middle and is equal to 



48 jE"/ 



CHAPTER VII 

FUNDAMENTAL THEORY OF BEAMS {CONTINUED) 

64. Relation of Curves of Load, Shear, and Bending Moment.* 
A definite relation exists between the curves representing the 
loads, vertical shear, and bending moments for any given beam. 
Thus if, for a simple beam, a load-curve be drawn representing 
the amount of the load per running foot, and a derived curve 
be constructed from this by graphic summation, the ordinates 
of the latter curve will show the total load on the left of any 
section. If then, from the area between the derived curve and 
the base-line, the area representing the left reaction be deducted, 
the ordinate at any section will then give the vertical shear 
to the left of that section. The shear curve is thus the summa- 
tion of the load-curve, less the area corresponding with the left 
reaction. Similarly, as shown in Art. 58, the ordinate or inter- 
cept at any point in the bending-moment diagram is equal 
to the summation of the portion of the shear diagram included 
between that point and the beginning of the diagram at the 
left support. The principles, as above, are general. Hence, 
the load, shear, and moment curves form a continuous series, 
in which each is the integral of the one preceding it. 

65. Relation of Curves of Bending Moment, Slope, and Deflec- 
tion. Similar relations exist between the curves of bending 
moment, slope, and deflection. The deflection (Art. 63) of a 
beam at any section is the value, for that section, of the ordi- 
nate y of the elastic curve, or the curve in which the neutral 
surface of the beam is bent by the applied loads ; the deflection 

* For further discussion, with examples, of the subjects of Arts. 64 and 65, the student is 
referred to Lineham's " Mechanical Engineering," Goodman's " Mechanics Applied to 
Engineering," and C^tterill's "Applied Mechanics." 
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curzfe is the elastic curve plotted, for convenience in measure- 
ment, to a greater vertical scale, the horizontal scale being the 
same or greater ; the slope at any point is, in general, the angle 
which the tangent to the elastic curve makes with the horizontal, 
or with the neutral axis of the unstrained beam ; the amount of 
the slope between any two points of the elastic curve is equal 
to the angle between their respective tangents to the curve; 
the ordinates to the slope curve give the slope of the elastic 
curve at all points. 

Figure ^7 represents a cantilever of uniform section throughout, 
whose neutral axis is bent from its original position OX into the 
curve OX' by applied 
loads. Let 4, be the 
distance from the free 
end to the centre of 
gravity of a portion 
w, n of the beam, the 
point m being indefi- 
nitely close to O and 
m and . n being very 
near together, so that 
the radius of curvature 
R may be taken as the 
same for both points. 
From m and «, draw 
the tangents mX and 
na to the elastic curve. 
Then, as a tangent is 
normal to its radius, 
the angle between 
the radii of curvature 
to m and n is equal 
to the angle between the two tangents, and also, by defini- 
tion, to the amount of the slope between m and n. 




M or S Diagram 



m 



ml 




Slope (BJ Diagram. 




Def/ecfion (/I) Diagram. 
Fig. 87. 
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Bending Moment and Deflection. As the angle Q is very 
small and is taken in circular measure, tan ^ = d, and : 

6 = slope between m and n ==■ mn/R. 

But, from Art. 63 d, R==E//Af, in which M is the mean 
bending moment between m and n. Therefore : 

Mx mn 



= 



EI 



In the bending-moment diagram bmc^ the area A^ = ^ x mn 
is the portion of the diagram corresponding with the part 
mn of the beam. Hence : 

EI 

Let S be the total deflection of the beam at the free end, 
and S,» the portion of this deflection which is due to the bending 
moment between the points m and n. Then, as is very small : 

tan ^ = ^ = -'^^ : 



/, 



m 



S. = ^x4 = ^^^^^ {d) 

and, since the total deflection is the sum of the deflections due 
to all such portions as mn : 

«=^ (*) 

in which A is the total area of the bending-moment diagram 
to the section where S occurs, and / is the distance of the 
centre of gravity of that area from the free end of the beam. 
Hence, to find the value of the deflection at any section of the 
beam, divide by EI the moment, about the free end, of the 
corresponding portion of the bending-moment diagram. 

Bending Moment and Slope, By Art. 62, M^ SI/c and I/c = Z, 
in which 5 is the stress in the most remote fibre at the distance c 
from the axis, and Z is the modulus of the section. Hence : 
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an equation by which the intensity of the stress at any point 
can be found from the corresponding ordinate of the bending- 
moment diagram. 

Let X =/^ be the total deformation due to the bending of the 
portion mn. As is very small, X = c0. The unit-deformation 
is Tc/mn^ and, by Art 53 : 

\/mn = S/E = cO/mn^ 

and S X mn =^0 y. Ec, 

But, 5 = M /Z is a ratio which is constant, in this case, for all 
values of My as given by the bending-moment diagram, since 
the beam is of uniform section throughout. Hence, the pro- 
portion between the product, 5 x ww, and the area, A^, is 
constant for all similar stresses and areas derived from the 
bending-moment diagram; and, with due regard to the scale 
adopted, the latter may be considered as transformed to a stress 
diagram^ whose ordinate at any point gives the stress S at 
the corresponding point of the beam. Hence, considering 
Innc as a stress diagram, we may write : 

A^^Ec x0 

= Ec y. amount of slope between m and «, 
a relation which holds for all partial areas, as A^^ and for their 
sum, i,e,y the total area A of the stress — or transformed bending- 
moment — diagram. The ordinate of the slope curve is the 
value of 0. These ordinates at the points corresponding with 
n and X^ are then : 

nn! =^A^y. i/Ec = ^ {c) 

xx^ =A X i/Ecy 

a relation which holds for all similar ordinates. 

Slope and Deflection. As m and n are very near together^ 
tan 0=^0 may be taken as the average slope, or slope at all 
points between them. Let S„ be the deflection at the point «, 
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and let mdX^^ be the deflection (elastic) curve, whose ordinate 
««" corresponds with the point n in the beam. Then : 

tan 0=^0 = hjmn^ 
S, = ««" = fnn X 0y 

= mn X average slope between m and «, 

= length of portion of beam x its average slope, 

= partial area A J of slope curve, {cT) 

a relation which holds for all portions of the beam and for their 
sum. The deflection curve mdX" can therefore be drawn by 
taking for its ordinates the summation of the slope-curve area. 
This curve is in Fig. ^7 identical with the elastic curve, OX\ 

Summary. For the portion mn and the point n in the beam, 
we have : 

ordinate of stress curve, S = ordinate of jJ/ curve x 1/ Z\ 

ordinate of slope curve, = ««' = A^ x i/EC 

= sum 5 curve x i/E ; 

ordinate of deflection curve, A = nn" = A J = sum curve. 

These relations hold for all portions of the beam and for their 
sum. It will be seen that the load, shear, moment, slope, and 
deflection curves form a continuous series, each being the sum- 
mation of the one preceding it. 

66. Stress Curves. The ordinates of the stress curve give, 
for any point of the beam, the value of the stress 5 (Art. 61) in 
the most remote fibre at the distance c from the neutral axis. 
As shown in Art. 65, the ordinates of the stress curve are derived 
from those of the bending-moment curve by dividing the latter 
ordinates by I/c = Z, the modulus of the section. When, as in 
Fig. Sy, the section is assumed to be uniform throughout, the 
value of Z will be constant, and therefore the Af curve may be 
used as an S curve, if due regard be had to the scale. When, 
however, the beam is not of uniform section, Z will vary with 
each change, and a separate stress curve must be plotted. 

67. Deflection Curves for Simple Beams. The formulae of 
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Art. 65 were deduced for cantilever beams. The same methods 
are applicable to simple beams. Thus, if the cantilever, Fig. 87, 
be inverted, it will represent a portion of a simple beam from 
one support at X' to the section at O, where the tangent to the 
elastic curve is horizontal. Hence, the deflection at any point 
between X' and O can be found from formula (^), Art. 65 : 

Ax/ 



8 = 



E/ 



where A is the area of the bending-moment diagram from the 
section of horizontal tangency at O to the given section and / is 
the distance of the centre of gravity of that area from the sup- 
port JC\ For the remaining portion of the beam, from O to the 
other support opposite X\ the process is the same, except that 
the moment of the area is taken about the other support. 

68. Graphic Method of Constructing the Deflection Curve. 

Equation (^), Art. 65, for ascertaining the deflection at any 
given point in a beam, is cumbrous in application, since the 
area of a part or all of the bending-moment diagram must be 
found, and then the centre of gravity of that area must be 
located. The methods used for these two operations are nec- 
essarily approximate, although a close approach to accuracy 
may be attained for the first by employing graphic summation. 
A further objection to this equation is that its results apply to 
one point only, and to locate the point having a given deflection, 
maximum or otherwise, requires several trial solutions. 

The whole of the deflection curve can be drawn at one opera- 
tion by applying the method of the force and equilibrium poly- 
gon. The use of this method is warranted by the consideration 
that the ordinates of the bending-moment diagram and those of 
the deflection diagram are both proportional to moments — the 
former to the moments of forces, the latter to those of partial 
areas. Hence, the same general principles apply to both dia- 
grams. Each ordinate of the deflection curve is the moment of 
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a moment (Art. 46), and, therefore, the curve may be constructed, 
like the M curve, as an equilibrium polygon, if we treat as forces 
the partial bending-moment areas to which the ordinates are 
directly proportional, as equation (b\ Art. 65, shows. 

Let Fig. Z% represent a simple beam AB, carrying three 
concentrated loads. Draw the force polygon Oab, with pole- 
distance //i and 
the bending-mo- 
ment diagram 
CDE (Art. 41)- 
Divide this dia- 
gram into any 
number of ver- 
tical strips of uni- 
form width x^ 
and draw the mid- 
dle ordinate of 
each strip. The 
area of the latter 
is then, approxi- 
mately, the length 
of the middle or- 
dinate, as yy mul- 
tiplied by the constant width x. The series of areas into which 
the diagram is thus divided is the new system of parallel and 
vertical forces for which the deflection diagram is the equilib- 
rium polygon ; each of these forces is assumed to act on the 
centre-line of its strip. 

With any convenient scale, draw the new force polygon 
0^a^b\ with pole-distance //', and the corresponding equilib- 
rium polygon C D^ E for this system of forces. A curve 
drawn tangent to the sides of this polygon will be the deflec- 
tion curve, and will represent the elastic curve of the beam to 
an exaggerated vertical scale. Hence, the actual deflection of 




FUNDAMENTAL THEORT OF BEAMS I3I 

the beam at any point will be equal to the length of its conre 
sponding intercept, asy, in the polygon CL/E'^ when measured 
on the proper scale and divided by EI^ as required by equation 
{b\ Art 65. 

The final scale fory b evidently the product of two indi\idual 
scales : the moment-scale for the polygon C'l/E' and an area- 
scale representing the area, x x j^, in the polygon CDE. Let: 

/= linear scale, inches per inch, both diagrams ; 
2c; = force scale, pounds per inch, diagram Oab\ 
H-=^ pole-distance, inches, diagram Oab\ 
jr= measured width of strip, diagram CDE% 
y = measured length of intercept, diagram CDE. 

Then (Art 36) : 

moment-scale, CDE diagram = I xzu x H=^ pound-inches ; 
moment at intercept j' = J/ =^ x l7vH\ 
moment-area, measured from diagram = x x j^ ; 
moment-area, actual =x x M^xythvH. 

Hence, the area-scale per inch of measured length of ^ is : 

{xythvH)ly = xlhvH. 

For the polygon CiyE' : 

pole-distance, inches = H' ; 
measured length of intercept =y ; 
moment-scale = / x /T'. 

Hence, the final scale for the intercept y is: 

area-scale x moment-scale = xl^wHH\ 

and the moment of the partial bending-moment area, jc y.y, is: 

y X xl^wHH'. 

By Art. 65 b, the deflection at the point in the beam corre- 
sponding with y and ^ is then : 

EI 
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Let £■/= aH\ ue., let a be any convenient ratio and make H^ 
proportional to EL Then, the formula becomes : 



B is the deflection in inches ; x and y are distances in inches, 
as measured from the drawing ; // and //' are similar measure- 
ments in inches from the drawing; the linear scale / applies to 
both diagrams and represents the number of inches of actual 
length per inch of measured length from the diagram ; w is the 
number of pounds per inch of measured length of the force 
polygon Oa6. 

69. Deflection Curves for Overhanging and Restrained Beams. 

Overhanging and restrained beams are similar in this, that, at 
one or more sections called inflection points^ the stresses which 
have been tensile become compressive and vice versa^ the bend- 
ing moment is zero, and the curvature changes from convex to 
concave. 

{a) Overhanging Beams, Figure 89 represents a beam AC 
overhanging the right support by the amount BC\ the bend- 

ing-moment diagram 
is adbca. The curva- 
ture changes at the 
section D, the inflec- 
tion point. It will be 
seen that the section 
of length / is in the 
condition of a simple beam, and that the sections of lengths 
l\ and /g are in the condition of a cantilever. The reactions, 
shears, and moments can be computed from the methods of 
Arts. 54, 55, and 57, the reaction at the right support being 
considered as an upward force for sections to the right of that 
support. From Art. 63 g, the equation of the elastic curve 
between the supports may be found and the deflection for any 
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Fig. 89. 
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given point determined, or the methods of Art. 68 may be 
applied to the bending-moment diagram and the deflection 
curve for the three divisions of the beam be thus constructed 
graphically. 

(d) Restrained Beams. Figure 90 represents a restrained 
beam which is built in at both supports. The inflection points 
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Fig. 90. 




are located at B and C. Following the same general reasoning, 
the beam can be divided into a central simple beam of length /, 
and two cantilevers of lengths /j and 4. If, in Fig. 89, the 
length be such that the tangent to the elastic curve will be hori- 
zontal at the right support, the conditions would be the same as 
those for the beam in Fig. 90 at both supports. The general 
methods, cited previously, are applicable for the construction 
of the moment diagram in any particular case, and, from this 
diagram, the deflection diagram can be drawn by the methods 
of Art 68, or the deflection can be computed for any section 
from the general equation of the elastic curve as modified for 
the conditions existing. 

70. Stiffness. If two simple beams of the same length but 
of different cross-section carry the same loads applied in the 
same way, the maximum deflection of one beam will be less 
than that of the other, that is, it will be the stiflfer of the two. 
Again, if the system of loading be the same in each case but 
the amounts of the loads be such that both beams will have the 
same deflection, the stiflfer beam will carry the greater load. 
Under these conditions, the load is a measure of the relative 
stiffness. For cantilever and simple beams, in general : 
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W^mEILjl^, 

in which W\% the load, / is the length of the beam, and i« is a 
quantity whose value depends on the kind of the beam and the 
system of loading. From this equation, it will be seen that, as 
the stiffness is proportional to Wy it is also proportional directly 
to E and /, and inversely to the cube of the length. 

The load which a beam can carry is also a measure of its 
strength. For cantilever and simple beams, in general : 

W^ nSI/lc, 

in which 5 is the stress in the outermost fibre at the distance c 
from the neutral axis and « is a quantity whose value depends 
on the kind of the beam and the system of loading. Hence, 
the strength of the beam is proportional directly to 5 and / and 
inversely to / and c. 

There is thus a marked difference between stiffness and 
strength. A floor beam, for example, cannot be loaded to its 
full capacity without exceeding the maximum deflection which 
is permissible. 

71. Influence Diagrams.* The shear and bending-moment dia- 
grams which have been discussed (Arts. 56, 57) represent the 
magnitudes of the shears or moments at all points in the beam 
for stationary loads^ uniform or concentrated. When a load 
moves across a beam, its effect on the reactions at the supportsr 
and on the moment, shear, and stress at any given point in the 
span varies with each change in its position, and the influence 
line or influetice diagram is used in graphic statics to show the 
variation in these functions at any given point in a beam, or, in 
the case of a bridge truss, in any member of the latter, as the 
load traverses the beam or truss. The influence diagram, there- 
fore, shows the effects, at a fixed pointy of a moving load ox sys- 
tem of loads, while the shear and moment diagrams represent, 

* The student will find a full discussion of the use of influence lines, as applied to 
stresses in truss members, in three papers contributed by Myron S. Falk to the 
School of Mines Quarterly, Vol. XXIV. 
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for stationary loads, the same functions for all points in the 
beam. 

With bridge trusses, the maximum moments, shears, and 
stresses in the members are the important elements in design, 
and the chief value of the influence line lies in the fact that, 
through its use, the corresponding positions of the moving load 
can be readily determined for any given member. The influence 
diagram is usually drawn for the unit-load, expressed in pounds, 
tons, or kilograms, and its ordinates are then multiplied by the 
number of pounds, etc., in the given load, to obtain the corre- 
sponding moment, shear, or stress. 

72. Influence Diagram for Bending Moments due to a Single 
Moving Load. Figure 91 represents a simple beam of length Z, 
whose section at C 
is distant / and /^ 
from the left and 
right supports, re- 
spectively. It is 
required to find the 
bending moment at 
C for every position 
of a moving load of 
fFpounds which 
crosses the beam 
from right to left. 

Let w = unit-load 
= one pound, and 
assume w to be on the section L at the point ^, a distance x^ 
from the right support. Taking moments about the latter, the 
left reaction (Art. 54) is ; 

R^ = wx^/Ly 
and the bending moment (Art. 57) at Cis the moment of this 
reaction about C, or: 




Fig. 91. 
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M^^wx^l/L^x^l/L {a) 

since ze; = i. 

Now, assume w to be on the section /at the point/, a distance 
X from the left support. The left reaction will then be : 

R^ = w{L - xyi, 

and the bending moment at C will be the difference between the 
moments of R-^ and w about C, or : 

M^wx{L-l)/L^xlJL (*) 

since z£/= i. 

From its form, {a) is seen to be the equation of a straight line, 
inclined to the horizontal by an angle whose tangent is l/L. 
Further, if ;ri = o, J/i = o, and this line passes through the 
point b, corresponding with the right support. From a, let 
fall the line ag^l and draw bg. Then, the bending moment 
at C for any value of -Tj, will be represented by the correspond- 
ing ordinate, as eh, of the partial diagram bdc, for : 

/ • ±^ » % efl • Xy 

. •. eh = x^l/L = My 

In a similar way, it can be shown that equation (Jb) represents 
the line an passing through the point a and making an angle 
with the horizontal whose tangent is /j/Z. Hence, bn^ly 
As before, the ordinate fk represents the bending moment at 
C when the load w is at /, and, for any position of the load 
between C and A, the moment will be shown by the corre- 
sponding ordinate of the partial diagram adc. The lines an 
and bg must cut the vertical dc at the same point ^, since w 
is, in both cases, then at C, This may be shown also by mak- 
ing X and Xy^ equal to / and /j, respectively, in {a) and {b\ when : 

The triangle abc and the line acb are, therefore, the influence 
diagram and the influence line, respectively, for the bending 
moments at the section C, due to the passage of the unit-load 
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TV across the beam. The moment produced by the total load 
W^is W^ times the corresponding ordinate for the unit-load. 

73. Influence Diagram for Bending Moments due to a Uniform 
Moving Load. With uniform unit-loads spaced at unit length 
over the entire beam or truss, there is a unit-load at every point 
on the line ab. Hence, the moment at C, Fig. 91, is equal to 
the area of the triangle abc^ or : 

M=^{ab xcd)/2, 

and, by Art. 57, the ordinate under the point C is a maximum 
when /=/i, the value of the moment for the total load on the 
beam being then : . ^ 

in which the total load IV= wL, w being the load per linear 
foot. 

When the uniform load covers a part only of the truss, its 
moment at C is evidently equal to the area of the partial dia- 
gram included between the ordinates at the beginning and end 
of the load, multiplied by the load per lineal foot. 

74. Influence Diagram for Bending Moments due to a Series of 
Concentrated Loads. The bending moment at any section in 
a beam carrying a Wf |W, 
series of loads is 
the sum of the 
several bending mo- 
ments of the indi- 
vidual loads. The 
r"'^ment of each load 
ffiay be found from 
the influence dia- 
gram. Fig. 91, for the unit-load. In Fig. 92, let the beam AB 
carry a series of concentrated moving loads, like the wheel- 
loads of an engine and tender crossing a bridge. It is required 
to find the maximum moment at any section of the beam, as C. 




Fig. 92. 
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As in Fig. 91, construct the diagram abc for a unit load, and 
let 2 Wy at the distance x from the left support, and 2 fFj, at the 
distance x^ from the right support, represent, respectively, the 
summations of the concentrated loads to the left and right of C. 
The moment of each summation will then be equal to the aggre- 
gate moments of the individual loads composing it, since the 
summation represents the resultant load concentrated at the 
centre of gravity of the system. 

The bending moment at C, due to a unit-load at /, is the ordi- 
nate j', and that of 2 W^ in the same position, is hence 2(W5') J 
similarly, the moment of SfFj is 2(W^j^j). The moment of 
the series is then : 

M^^{Wy)^^{W^^ (rt) 

By similar triangles (Fig. 91), 

y^y^'^ll and y^^y^-xji^. 

Substituting in {a\ 



^-4Kf)^K^)} 



If the series of loads move the distance dx toward A^ x and 
jTj become x— dx and x^ -h dx^ respectively. The corresponding 
difference in the moment is then : 

dM = l.{^)-^{^). ib) 

For a maximum 



and 



dx I l^ ' 



/ /i L-l' 



whence 



2JF=(2Pr+2frj)y (<r) 
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which is the criterion for the position of the loads which will 
produce the maximum moment at any section, as C, of a beam. 
There may be more than one position which will satisfy these 
conditions. Usually, one of the loads must be located at the 
section, as C, so that it may be divided, as desired, between the 
portions, / and /|, of the span, and thus fulfil the requirements 
of (^r) that the mean load on the section / to the left of C shall 
be equal to the average load on the entire span. 

75. Influence Diagram for Shears due to a Single Moving 
Load. The vertical shear F(Art. 5 5) is equal to the left reaction 
i?i minus the sum of all loads to the left of the section con- 
sidered. Figure 93 represents a simple beam AB over which a 




Fig. 93. 

load of W pounds moves from right to left It is required to 
find the influence line showing the variation of sheer at a section 
C of the beam, distant / from the left support. 

As with bending moments, the diagram is to be constructed 
for the unit-load = one pound, in this case. Let x be the dis- 
tance of W from the right support at any instant. Then 
R^ = Wx/L, and, while Wis to the right of C, V= R^ = x/L for 
the unit-load, which is the equation of a straight line making an 
angle with the horizontal whose tangent is i/L, When 4: = 0, 
V^ o; and some point, as ^, vertically below the right support. 
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must be the origin of coordinates. From by draw the horizontal 

line bd — Z, and, from d^ the vertical da = unity ; connect a and 

b. Then, be is the influence line for the shears at the section 

C, so long as the load is to the right of that section. Thus, for 

the ordinate gh^ immediately below the load, we have, by similar 

triangles : 

ghw w x\L 

Therefore, the ordinate below the load and included in the 
partial diagram kcb gives the shear at C, for any position of the 
load between B and C, 

As soon as the load fF passes to the left of C, F= R^ — JV, 
the conditions being the same as before, except that there is a 
constant deduction, JV^ from the previous value of F, which de- 
duction becomes unity for the unit-load diagram. Therefore, 
from c, let fall ce, and, from a, let fall ad, each equal to unity, 
and draw ed. By the same reasoning as before, it can be shown 
that, for any position of the load between C and A, the ordi- 
nate below the load and included in the partial diagram dke gives 
the shear at C for that position. The influence diagram for the 
unit-load and the section at C is then dekcbd. The shears for 
the load W are obtained by multiplying the corresponding 
ordinates from the unit-load diagram by W, 

76. Influence Diagram for Shears due to a Uniform Moving 
Load. When there is a uniform unit-load, spaced at unit dis- 

^ tance, passing over 
7? 



the beam, the shear 
at any section, as C, 
Fig- 94» is equal to 
the algebraic sum of 
the positive and nega- 
tive sections of the 
influence diagram 
which lie below the load. Thus, when the head of the load 
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Fig. 94. 
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reaches the point Z>, the shear at C is positive and equal to the 
area of the triangle bmn ; when the load covers the section EB^ 
the shear at C is equal to the area bck — area ekpg. 

It will be seen that the maximum shear (positive) occurs when 
the load extends over the section between C and the right sup- 
port ; and that the maximum shear, numerically, exists when the 
load covers the greater section of the span, whether that section 
be CA or CB in the particular case considered. The minimum, 
or greatest negative shear, is produced when the load lies only 
on the section CA. 

77. Influence Diagram for Shears due to a Series of Concen- 
trated Loads. For a series of concentrated loads, the shear at 
any section of a beam, as C, Fig. 94, is the algebraic sum of the 
ordinates of the unit-load diagram which are below the loads, 
each ordinate being multiplied by its corresponding load. The 
maximum shear at a given section, when there are two or more 
loads on the beam, can thus be found by giving the system of 
loads different positions and comparing the algebraic summations 
for these positions. Usually, the number of possible positions 
for maximum shear is limited, and the operation is relatively 
simple. 

The influence line for such a series of loads may also be 
found directly, without the aid of the unit-load diagram, by the 
method of the force and equilibrium polygon. Thus, Fig. 95 
represents a simple beam AB of span L, over which passes, 
from right to left, a series of three loads, fTj, W^, and W^^ at 
fixed distances, a and 6, apart. Let x and x^ be the distances 
of JV^ and W^, respectively, from the right and left supports. 
For convenience in using the influence diagram, the intercept 
representing the magnitude of the left reaction R^ should come 
under the leading load IV^, Hence, in constructing the poly- 
gons, the beam AB is reversed, i.e., swung through 180° on the 
right support as a pivot, as shown by A'B' below. This change 
does not alter the relative order or magnitude of the loads and 
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reactions, and R^ is still the left reaction of the original beam, 
although it is now assumed to act at the right-hand end of the 
reversed beam. 

From the intersection, B\ of the line of action of W^ with the 
horizontal line, B'A^ = Z, lay off to the right the distances x, t. 



w. 



w. 



w. 



h- X/ -^ ^ -^ 




Fig. 95. 

a, and x^, in the order named, and draw the lines of action of 
the loads and reactions. On the load-line cd plot the loads 
from c downward, to any convenient scale ; from c set off hori- 
zontally the pole-distance, cO = L; from O draw the rays to 
the extremities of the lines representing the loads; and con- 
struct the corresponding equilibrium polygon, CDEFG, with 
closing line GC. Draw the ray Oe parallel to GC, Then, ec = 
Hi and de = ^g- 

Prolong the first side CD of the equilibrium polygon to its 
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intersection at G^ with the vertical from G. Then, the intercept 

GG^ between the last side and this first side produced is equal 

to the left reaction for this position of the loads, since, when 

multiplied by the pole-distance Z, the product represents, by 

Art. 41, the moment of R^ about the right support of the beam, 

or : 

GQ X Z = /?! X Z, 

GO = i?i. 

This may also be shown by similar triangles. Thus, the tri- 
angles Oce and CG^G are equal in all respects. Hence, 

GG' =^ce= R^. 

The form of the polygon CDEFG and the value of the inter- 
cept GG^ apply only to the position of the loads shown in the 
diagram. With any change in that position, the length of the 
intercept alters. Thus, if the distance x be increased or les- 
sened by any amount, the new value of x is laid off in the lower 
diagram, and, from its left end, an ordinate is erected to inter- 
sect the side FG^ produced if necessary. The intercept between 
this intersection and CG\ produced if necessary, is the value 
of -/?! for these conditions. In any case, R^ is equal to the inter- 
cept under the leading load W^ 

The partial polygon DEFG can be modified to serve as an 
influence line for the shear V at any given section, as //, of the 
beam. Thus, project H to ZT" on the polygon and to H^ on 
the line CG\ Then, while the loads are approaching from the 
right, the shear at H will be equal to R^y and the magnitude of 
the latter, at any instant, is given by the intercept under Wy 
When W^ reaches //, R^ — H^W\ and the shear influence line 
to this point is DEFH^\ After W^ passes H, V= R^ - IV^ sl 
value which changes constantly as tV^ advances. When W^ is 
at If, W^ has reached AT, and R^ = GG'. From G, lay off 
GO' = Wy Then OO' =zR^-JV^ is the shear at If for this 
position, and DEFIf'G" is the shear influence line for the sec- 



144 



GRAPHIC STATICS 




tion at H, during the passage of the loads from the right sup- 
port B to the section K of the beam. This method is applicable 
to any section and to any number of loads. 

78. Influence Diagrams for the Left Reaction, {a) Single Mov- 
ing Load. Figure 96 represents a simple beam AB of span 

L over which a load of W 
pounds passes from right 
to left. It is required to 
construct the unit-load in- 
fluence diagram, showing 
the changes in the value 
^^^' 9^- of the left reaction R^ as 

the load advances from the right support. 

Let X be the distance of W from the right support at any 
instant. Then, R<^ — Wx/L = x/L for the unit-load of one 
pound. This expression is the equation of a straight line mak- 
ing an angle with the horizontal whose tangent is i/Z. When 
jr = o, i?i = o, and some point, as by vertically below the right 
support, is the origin. From b, draw the horizontal line bd^ L^ 
and, from dy the vertical da = unity. Connect a and b^ and 
draw the ordinate ce under the load. Then, the tangent of the 
angle abd— i/L and ab is the* required influence line, for the 
triangles abd and cbe are similar, and : 

ce : ad \: X : L 

ce = xjL = ^j. 

The influence diagram is, therefore, the triangle abd^ and, for 
any given position of the load, the corresponding value of -^^ 
will be the ordinate between ab and the base-line db. In all 
cases, the ordinate from the unit-load diagram must be multi- 
plied by W to obtain the reaction due to the total load. 

(^) Uniform Load. Let the section of length Xy Fig. 96, be 
covered by a uniform unit-load, spaced at unit-distance. Then, 
when the head of the load is at any section, as C, the left reac- 
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tion will be equal to the area of the triangle cbe or ce x ;r/2 = 
x^It. L, The unit-load influence line and diagram are therefore 
ab and abd, respectively, as before. 

(c) Series of Loads, If, in Fig. 95, the side FG be prolonged 
to its intersection at G-^ with the vertical from the left support, 
the line DEFG^ will be, for the reasons given in Art. Tj^ the in- 
fluence line for the left reaction, during the passage of the lead- 
ing load of the series from the right to the left support. The 
intercept below this leading load and between the line DEFG^ 
and the horizontal line CG\ produced if necessary, is the value 
of R-^ for that position of the series of loads. 



CHAPTER VIII 

FRAMED structures: ROOF TRUSSES; BRACED 

CANTILEVERS 

The graphical analysis of the stresses in a jointed frame, sub- 
jected to the action of external forces, has been discussed in 
Art. 19. The principles of the method given therein are appli- 
cable to various framed structures, notably to the important class 
known as trusses^ which, in the limited range of the stresses to 
which their principal members are subjected, resemble the jointed 
frame so closely as to permit the treatment of the truss virtually 
as such a frame in calculations for its design. The scope of 
this book does not admit detailed investigation of this extensive 
subject. The general principles of its more important branches, 
however, will be discussed briefly. 

79. Assumptions in the Analysis of Framed Structures. 
The general assumptions made in the analysis of the jointed 
frame are applied also in the investigation of framed structures. 
They are : 

(a) The external loads are held in equilibrium by the internal 
forces or stresses produced by these loads in the members of the 
structure. 

(b) The loads, whether uniform or concentrated, are assumed 
to be divided proportionately and as acting only at the joints of 
the structure. Such division and application of the loads would 
produce only longitudinal tensile or compressive stresses in the 
members of the structure, and not the transverse stresses due to 
bending, as in a solid beam. 

(c) The joints of the structure are assumed to permit rotation, 
as if the members were hinged. This is practically true of pin- 
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connections, although not of riveted or other more or less rigid 
joints. 

(d) The axial lines of the members, passing through the 
centres of gravity of the cross-sections of the latter, are all as- 
sumed to lie in the same plane. This assumption is sufficiently 
accurate, so far as the stresses in the principal members are 
concerned. In the joints, however, bending stresses are pro- 
duced in the connections, as for example, by eye bars which lie 
in parallel planes. 

80. Definitions. Trusses, in general, consist of an upper 
chord, a lower chord, and the web members. The upper chord 
is the upper line —^straight, broken, or forming an approximate 
curve — spanning the distance between the supports ; the lower 
chord IS the similar lower line of members ; the web members con- 
nect the upper and lower chords, and may be either vertical, 
radial, or diagonal ; the span is the distance from the centre of 
one support to that of the other, and hence between the ex- 
treme joints of the structure. A member subjected to tensile 
stress only is called a tie ; one under compression only, a strut ; 
one fitted for both stresses, a tie-strut. When a member, under 
a symmetrical dead load for example, is subjected to tension only, 
it may, under unsymmetrical loads, undergo a reversal of stress 
and be in compression. To limit its stress to tension only, a 
counter-brace can be fitted to receive the stress, which, while 
compressive on the main member, will be tensile on the counter. 
When the main member is acting to sustain the load, the 
counter-brace is unstrained, and vice versa. A redundant mem- 
ber is one which does not act directly to sustain the load, but 
may serve an auxiliary purpose, as in aiding another member to 
resist buckling. Counter-braces, when unstrained, are, strictly 
speaking, redundant. Redundant members are hence, in gen- 
eral, those which are not required to prevent distortion of the 
structure under the given system of loading, and in which, as 
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shown by the force polygon or stress diagram, no stresses exist. 
As contrasted with a structure containing redundant members, 
an incomplete structure is one the number of whose members is 
insufficient to prevent distortion of the structure under all forms 
of loading. 

81. Notation. As shown in Fig. 97, the members divide the 
truss diagram, A , . , M, into sectional areas, each of the latter 
and the spaces outside of the chords being marked by a capital 
letter. In the stress diagram or force polygon, a . . . m, the 
same letters, but not in capitals, are placed at the corre- 
sponding vertices to designate the magnitude and direction of 
a load or stress whose line of action in the truss diagram is 
named by the letters on each side of it. Thus, CD and cd, in 
the truss and stress diagrams, respectively, designate the load 
at the peak ; GH and ^//, the stress in the left-hand web mem- 
ber ; etc. In drawing the stress polygon for a joint, the mem- 
bers intersecting at the latter are taken in regular order, clock- 
wise or the reverse, and, in this order, the sides of the polygon 
follow. Since the sequence of these sides must be known to 
determine the character of the stresses in the members, the 
order in which the latter are taken may be conveniently marked 
by a circle with arrow-heads, as in Fig 97. Thus, in the latter, 
the loads and stresses are taken in clockwise rotation ; at the 
peak, the order is then: HC, CD, DK, KH ; and the corre- 
sponding stress polygon is hcdkh. 

The character of the stresses in the members is, as in Art. 19, 
shown by their direction with regard to the two joints in the 
truss diagram between which each stress exists, a stress acting 
from these joints being tensile ox positive y and one toward them, 
compressive or negative. The directions of the stresses are deter- 
mined from the stress polygon for the joint in question, since, 
in traversing the perimeter of this polygon, the direction of the 
stresses is the same from the starting point to the return thereto. 
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This follows, since the stresses and loads at any joint form a 
system of forces in equilibrium. Thus, at the peak, Fig. 97, the 
directions of the stresses are: // — c^c — rf, d — k^ and >t — h; 
the stress A — c acts upward toward the joint, and is hence a 
compressive stress ; on the other hand, k — // acts from the 
joint and is tensile. The character of the stresses in the mem- 
bers may be indicated in the truss diagram by arrow-heads or 
by using double or heavy lines for struts. 

82. Methods of Determining Stresses. The stresses existing 
in the members of a framed structure may be determined by : 

{a) Reciprocal Diagrams, Inspection of the truss diagram, 
Fig. 97, shows that the members intersect to form triangles and 
that each of these triangles is virtually an equilibrium polygon, 
since the loads at the joints are held in equilibrium by the 
stresses in the sides. Hence, for each triangle, a force polygon 
may be constructed (Art. 16), and these polygons, when com- 
bined, form the stress diagram for the entire truss. Each equi- 
librium polygon and its corresponding force polygon constitute 
reciprocal diagrams^ whose property, as defined by Clerk Max- 
well,* is: 

" If forces represented in magnitude by the lines of a figure 
{force polygon or stress diagram) be made to act between the 
extremities of the corresponding lines of the reciprocal figure 
{equilibrium polygon or truss diagram), then the points {Joints) 
of the reciprocal figure will all be in equilibrium under the 
action of these forces." 

Again, in either of the two diagrams, any point of intersec- 
tion of the lines indicating loads or stresses may be considered 
broadly as a pole, parallel to whose rays a corresponding closed 
polygon exists in the other diagram. Thus, Fig. 97, the peak 
of the truss diagram is the intersection of the load CD and the 
stresses DKy KH, and HC\ in the stress diagram, these loads 

* Philosophical Magazine, April, 1 864. 
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and stresses are represented by the respectively parallel lines, 
cdy dky kh, and he, forming the closed polygon cdklu. Similarly, 
in the stress diagram, the stresses bg, gh^ and mg intersect at 
the point gy and these stresses are represented in the truss 
diagram by the closed polygon G. The two diagrams are there- 
fore fundamentally reciprocal. 

The principles governing the construction of the stress dia- 
gram are those discussed previously (Art 20) with regard to 
the equilibrium and force polygons. The process is, however, 
reversed in this case, since the stress diagram is derived from 
the equilibrium polygon. 

In general, the method to be followed is to draw first the 
force polygon for the loads ; then, starting at a joint on the line 
of action of a load, preferably at the left support, construct the 
force or stress polygon for the load, the reaction, and the stresses 
acting at that joint, taking the loads and stresses usually in clock- 
wise order. This polygon will determine the magnitude of a 
stress acting between the first joint and the next in clockwise 
order ; this stress is then combined with the known load at the 
second joint, and, from their resultant and the other stresses 
acting at that joint, the second force polygon is constructed. In 
this way the magnitude of all the stresses is found, the essential 
condition being, as with the force and equilibrium polygons, that 
the stress diagram shall close and that its final side shall be 
paralled to the last member considered in the truss diagram. 
When there are more than two unknown stresses at a joint, the 
stress polygon for that joint cannot be drawn (Art \6c\ In 
some cases, the method of substitution (Art. 88) can then be 
employed ; in others, the stress diagram can be continued from 
the right support, in the reverse order. 

Thus, let Fig. 97 represent a triangular roof truss, fixed at the 
ends, having a load W2X. the peak and at each of the two adja- 
cent joints, and a load of WJT. at each of the ends. The total 
load will then be 4 W, Letting s = length of span and taking 
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moments at the right support, the left reaction, Ri is found thus : 

R^=2JV; 
and the right reaction, 

With any convenient load-scale of pounds or tons to the linear 
inch, lay off the force polygon for the loads and reactions, using 
the same letters to designate them as are employed in the truss 
diagram, and, in this case, taking the loads and reactions in 
regular clockwise order, as shown by the circle and arrow-heads. 
Thus, ad indicates the load AB = W/2, ma the reaction R^ = 2 TV, 
etc. The closed force polygon for the loads and reactions will 
then be the line a to/ and/ to a. 

The joint at the left support is the intersection of the reaction 
MA, the load AB, and the stresses, BG and GAf. Beginning at 
the point m in the stress diagram, ma = MA and at = AB, their 
resultant being mi ; from 6 lay off ^^ and from m drawn ^n, 
parallel respectively to BG and GM, thus closing the stress 
polygon, mabgm, for that joint. The magnitudes of the stresses 
in BG and GM will then be given by the lengths, on the load- 
scale, of the lines, bg and gm, respectively. To find the charac- 
. ter of these stresses, the perimeter of the polygon is followed. 
Thus, as ^1 is known to act from mX,o a and the load W/z from 
a to b, the stress in BG will act in the direction b to g, and that 
in GM from g to m. Since the former stress is toward the 
joint, BG is a strut, and, as the latter is from the joint, GM is 
a tie. 

At the next joint, GB, BC, CH, and HG intersect ; gb and be 
are known and their resultant is gc ; from c lay off ch and from 
g draw hg, parallel respectively to CH and HG, and completing 
the polygon bchgb, which determines the stresses in CH and HG, 

At the peak, HC, CD, DK, and KH intersect ; he and ed are 
known and their resultant is hd; from d lay off dk and from // 
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draw hky parallel respectively to DK and KH^ completing the 
polygon cdkhcy which determines the stresses in DK and KH, 

At the next joint and at the right support, the method is 
similar, the stress polygons being delkd and efmle, respectively. 
The stresses acting at the mid-span joint will then all have been 
determined. Their force polygon is tnghklm. The closing line 
of the stress diagram is w/, which is parallel to the final mem- 
ber ML. 

Since the truss is symmetncal and each half is loaded in the 
same way, the line mg or ml is an axis of symmetry, and hence 
it is necessary to construct but one- half of the stress diagram. 
The methods described for this truss are general, and have 
therefore been given in detail. Familiarity with the principles 
involved will suggest to the student ways of shortening the 
work in some respects. 

{b) Method of Sections, The stresses in the members of a 
framed structure may also be determined analytically by 
Rankine's method of sections.* While this method is, in gen- 
eral, complex, as compared with graphic processes, solutions by 
it are, in some difficult cases, simpler than those by graphics. 
Fundamentally, this method is based on the conditions of equi- 
librium for a system of complanar forces. If each of the latter 
be resolved into two components, parallel respectively to axes 
JCX and YY at right angles to each other, then, for equilibrium, 
the algebraic sum of all of the components in either direction, 
XX or YYy must be zero ; and, further, the algebraic sum of 
the moments of the forces, about any axis perpendicular to the 
plane of the latter, must also be zero. 

Thus, Fig. 97, let it be required to find the stresses in the 
members, CH, HG, and GM. Assume the truss to be cut into 
two sections by a plane passing through the line qt. Then, as 
shown in the lower diagram, there must be applied at the ex- 
tremities of the severed members, the forces (Art 21) 5^ = ^//, 

♦ "Applied Mechanics," London, 1869, p. 150. 
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S^^hg^ and S^^gm^ in order to maintain equilibrium in this 
section of the truss. The resultant of the forces at the left 
support is ^1 — IVJ2 = 3/2 IV, and the system of external 
forces now acting on this section of the truss is : 3/2 IV, IV, 
Si, ^2, and S^. Assume, for simplicity, that the upper chord is 
inclined at 45*^ to the lower chord, and that the web members 
are at right angles with the upper chord. Let or andj' be the 
horizontal and vertical distances, respectively, from the left sup- 
port to the point of application of the load JV, 2 the correspond- 
ing diagonal distance, and v the distance between the lines of 
action of S^ and S^, and the point 3 the intersection of the span 
and the line of action of W. 

Take moments about the left support. The lines of action of 
the forces, 3/2 W, S^, and S^ pass through this point, and their 
moments are therefore zero. The moment of W is positive, 
and that of ^2 is negative. For equilibrium, the algebraic sum 
of the moments must be zero. Hence : 

52 y.z= IV X X, 

52= ^x f = ^^sin4S^ 

Similarly, taking moments about the point 2, where the load 
W is applied : 

•'^8 = |l^x| = |»'tan45°. 
Finally, taking moments about the point 3 : 

-Wxx = Si xv-^- S^xv, 

5i = I ^/sin 45° - ^2- 

83. Roof Trusses : Definitions ; Loads. Roof trusses are framed 
structures which support the roof of a building; they are set 
parallel, in vertical planes, and rest on the walls. Both ends of 
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the truss may "h^ fixed, or one end may h^free to move horizon- 
tally, in order to provide for the variation in length due to expan- 
sion and contraction from change in temperature. The upper 
chord, as in a triangular truss, may be composed of two straight 
fnain rafters; or this chord may be hipped, having a double 
slope ; or the joints of both chords may be located in arcs of 
circles, as in the crescent truss. The lower chord is called the 
tie-rod ; the rise is the height of the highest point of the truss, 
measured from the span. The web members, which connect 
the upper and lower chords, may be either struts or ties depend- 
ing on their location and the manner of loading. 

As shown in Fig. 97, the truss members are so connected as 
to form a series of triangles. This is essential in order to pre- 
vent deformation of the truss, as a triangle, loaded at one or all 
of its vertices, will not change its shape so long as the lengths of 
its sides remain constant, which is not the case with polygons 
of a greater number of sides connected by pivotal joints. 

The loads which a roof truss is designed to sustain are : the 
dead load, i,e. the weight of truss and roof, the snow load, and 
the load due to wind pressure. The dead and snow loads pro- 
duce a definite stress, tensile or compressive and unchang- 
ing in character, in each member. Since the wind may come 
from either side, the stresses arising from its pressure are varia- 
ble in kind. Separate stress diagrams are constructed for the 
two cases, and the maximum stress, for all conditions of loading, 
is found for each member. When, under dead load, a member 
is subjected to tension, and, under wind loads, to compression, 
the stress, under the combined loads, is the resultant found by 
taking the algebraic sum of the two, tension being considered 
as positive and compression as negative. 

The weight of the truss must be estimated from those of simi- 
lar trusses whose weights are known. Owing to this, the first 
design of a complex truss may necessarily be tentative, since the 
size and weight of the members depend on their respective loads. 
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of which the truss weight forms a part. For preliminary esti- 
mates, Trautwine * states that " the weights of steel trusses^ in 
pounds per square foot of building space covered, may be taken 
at (0.05 to 0.08) X span in feet, according to design and loading. 
Those of wooden trusses, with wooden, iron, or steel tension 
members, may be taken at from one-tenth to one-fifth less." 

The approximate weight of the roof covering, per square foot 
of roof surface, may be estimated from the following table : 

Shingles 2 pounds 

Slates 9 pounds 

Tin I pound 

Corrugated iron i to 3.75 pounds 

Tiles 7 to 30 pounds 

Felt and gravel 8 to 10 pounds 

Sheathing, i inch thick . . . 2 to 5 pounds 

Purlins, wood i to 3 pounds 

Purlins, iron 2 to 4 pounds 

Rafters, jack i -5 to 3 pounds 

Division of dead load. The purlins are beams, supported 
usually on the corresponding joints of the upper chords or 
main rafters of consecutive trusses being thus above and trans- 
verse to the latter. On the purlins, rest the jack rafters, par- 
allel to the main rafters, and carrying the sheathing, shingles, 
etc. The purlins, therefore, transfer the weights of the roof 
covering and the snow to the joints of the upper chord, thus 
avoiding bending stresses in the latter. 

The joints {apexes or panel-points') of the upper chord divide 
the roof into panels, and at each apex there is assumed to be 
concentrated one-half of the load on each of the panels adjacent 
to it. The weight of the truss is also assumed, without mate- 
rial error, to be divided among the apexes in proportion to the 
lengths of their adjacent panels. If, for example, there are 
four panels of equal length, as in Fig. 97, one-fourth of the 

• "Civil Engineer's Pocketbook," New York, 1907, p. 713. 
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truss weight is applied at the peak, one-fourth at each of the 
adjacent apexes, and one-eighth at the joint at each support. 
The dead load at an apex consists thus of its proportion of the 
truss weight and of the weight of the roof covering on a rec- 
tangular strip of roof, whose limits are the median lines between 
the given apex and those adjacent to it on the four sides. 
When there is a ceiling or a Hne of shafting carried by the 
lower chords of the trusses, the weights in either case are con- 
sidered as a dead load on the lower joints. 

The snow loady depending on the latitude, varies from lo to 
30 pounds per square foot of horizontal projection of the roof 
surface ; it is about 20 pounds in the latitude of New York City. 
This load is not considered for roofs at an angle with the hori- 
zontal of 60° or above. The apex loads due to wind pressure 
are discussed in Arts. 85 and 86. 

84. Determination of Dead- and Snow-load Stresses. From 
the preceding article, it will be seen that, in the determination 
of the stresses in a roof truss due to dead loads, there are con- 
sidered, in general, only the series of parallel, vertical loads 
assumed to be applied at the apexes of the upper chord, the 
sum of these loads being equal to that of the weights of the 
truss and the roof covering. When the panels have all the same 
inclination to the horizontal, as in Fig. 97, their horizontal pro- 
jections, and therefore their snow loads, will be the same and 
will bear a constant relation to the dead load. The snow loads 
may, therefore, be omitted from the diagram and the stresses 
due to them computed from the dead-load stresses. When, how- 
ever, as in Fig. 100, the panels, although equal in length, have 
different inclinations, their horizontal projections will difiFer and 
a separate stress diagram should be drawn for the snow loads. 

{a) Symmetrical trusSy symmetrically loaded. Figure 97 
shows a triangular roof truss of this type under dead load. The 
apexes are the joints, A, B, C, etc. ; the panels of the upper 
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chord extend from A to B, B to C, C to Z>, etc. ; the dead load 
at apex A is one-eighth of the truss weight plus one-half of the 
weight of the roof covering on panel AB ; the load at apex B 
is one-fourth of the truss weight plus one-half the weight of the 
covering on panels AB and BC\ the reaction at apex A = 
reaction at apex B = R-^ = 2 W =^ R^'y the net or effective 
reaction at joint A = net reaction at joint B = R^ minus the load 
= 2 W- 1/2 M^= 3/2 IV. 

(d) Unsytntnetrical trusSy unsytnmetrically loaded. Figure 
98 gives the diagrams for a form of truss suitable for the " saw- 
tooth" roofs used in 
factories for obtaining 
overhead light, with- 
out direct sunlight, 
the windows of the 
saw-tooth usually fac- 
ing the north. 

The truss weight is 
divided among the 
panels, AB^ BC, and 
CDy in proportion to 
the lengths of the 
latter; there is no 
snow load on panel 
AB ; the load at apex 
B is one-half of those 
on panels>4^ and BC\ 
at apex C, one-half 
those on panels BC and CD ; at joints D and A^ one-half those 
on panels CD and AB^ respectively. 

The general method of determining the stresses is that given 
in Art. 82a and Fig. 97, except that the operation is not begun 
at the left support but at the first apex to the right of it, since, 
at the former apex, there are three unknown stresses. The 
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reactions, /?| and R^ are first determined either anah~tically or 
by drawing the force polygon a — e with pole O and the corre- 
sponding equilibrium polygon L — 7^, the closing line, PL^ of 
which gives the direction of the ray Ok and hence the magnitude 
of the reactions. The data as to the method and results are : 
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(c) Truss with loads on both upper and lower chords. In 
addition to the usual dead load on the upper chord, a truss may 
carry also the weight 
of a ceiling beneath 
it. The latter weight 
is considered as 
divided among the 
apexes of the lower 
chord, each of such 
apex loads being the 
sum of the ceiling 
weights on one-half of 
each of the adjacent 
panels. The stress 
diagram for the dead 
loads is then con- 
structed to include 
these additional loads. 

Thus, let Fig. 99 
represent a symmet- 
rical triangular truss 
carrying loads on both chords. The forces, R^ and R^^ are the 
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effective reactions, so that no loads are shown at the supports ; 
the loads, PQ and QS^ are equal, the additional load W^ shown 
by dotted lines, being disregarded for the present. In con- 
structing the stress diagram (a), the upper-chord loads, AB to 
EF^ are first laid out on the load-line af\ then, the total reaction 
at the left support corresponds with the distance y> measured 
upward ; the lower apex loads, SQ and QP, are designated by sg 
and qiff acting downward on the load line ; and, finally, pa, acting 
upward, represents the total reaction at the right support. From 
the points thus determined on the load line, the stress diagram 
is laid out as described previously for dead loads, except that, 
in this case, the loads on the lower chord are included. For 
example, the stress polygon for the upper apex nearest to the 
left support is abhga \ that for the similar apex on the lower 
chord is ghklqpg. 

Again, the lower chord may have a concentrated load at one 
apex, such as that of shafting in a machine shop. In this case, 
the simplest way is to draw a diagram for the truss when carry- 
ing only this concentrated load, and to add algebraically the 
stresses thus determined for each member to the similar stresses 
found from the diagram for dead loads. Thus, let the truss. 
Fig. 99, be considered as carrying only the load W^at the lower 
apex nearest to the left supports, the weight of the truss and 
that of the roof covering being disregarded. The reactions, 
R^ and -^2'* ^'"^ ^^^^ determined, either analytically or by the 
force and equilibrium polygons. The distance pa on the load 
line of the stress diagram {b) represents ^1'; since there are 
no loads on the upper chord, the point a is also the location of 
the points, b^ c, d, e, and /; /s then corresponds with the right 
reaction -^2'* ^^^ ^^ s and q lie at the same point, gp designates 
the load W. The stress diagram is now constructed by the 
usual method. It will be found that there is no stress in any 
diagonal except AX, since the load W produces only tension in 
this diagonal and in the lower chord and compression in the 
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rafters, which stresses are the same in character as those aris- 
ing from the dead load of the weights of the truss and roof 
covering. 

85. Wind Pressure on Roofs. — But little is known definitely 
with regard to the general direction and the intensity of wind 
pressure upon inclined surfaces such as roofs. The usual prac- 
tice, in determining the stresses in roof trusses, assumes a 
horizontal direction of the wind with a pressure of 30 to 40 
pounds per square foot on a surface normal to that direction. 
On this basis, the normal pressure on the roof panel is then 
computed by either of the following formulae, in which is the 
inclination of the panel to the horizontal, p^ is the normal press- 
ure per square foot on the roof surface, and pk is the similar 
pressure on a vertical plane by a wind moving horizontally : 

{a) DuchemifC 5 formula : 

2 sin^ 



/»=A 



I -hsin2^ 



{I?) Mutton's formula^ deduced by him from extended experi- 
ments : 

A=/,(sin<?y«*«>-'-^- 

Taking p^ = 40, the latter formula gives : 
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For intermediate values of 0, the corresponding value of 
p^ may be obtained by interpolation. For values of 50*^ and 
upwards, the results from the two formulae, at this value of /*, 
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general method of Art. 82 a is applicable, except as to the deter- 
mination of the reactions. Two cases as to this are presented : 
short trusses whose ends are fixed in the walls, and, secondly, 
iron or steel trusses of long span which have one end free to 
provide for expansion or contraction and the consequent move- 
ment caused by changes in temperature. 

Since the wind loads and the reactions form a system of exter- 
nal forces in equilibrium, the sum of the components of the 
reactions, in the direction of the wind loads, must be equal to 
the sum of the latter. Hence, with a truss having both ends 
fixed, the reactions are assumed to be parallel to the wind loads, 
or to the resultant of those loads. When but one end is fixed, 
the free end is frequently supported upon rollers, in which case 
the reaction at that end is vertical. Knowing this and the point 
of application of the other reaction, the direction of the latter 
and the magnitude of both can be found from the force and 
equilibrium polygons for the loads and reactions.' 

{a) Fixed Ends, Figure 100 gives the diagrams for a hipped 
truss having both ends fixed in the supporting walls. The pan- 
els have each a length of 14 feet ; the trusses are spaced 12 feet 
apart ; the inclination to the horizontal is 45° for the lower, and 
15*^ for the upper, panels, giving — from the table. Art. 85 — 
values of /» of 36 and 14.2 pounds, respectively. Taking the 
left as the windward side, the wind loads, normal to the roof, 
will be : 

panel AB\ 14 x 12 x 36 = 6048 pounds 
applied at Ay 3024 pounds 
applied at B^ 3024 potmds 

panel BC: 14 X 12 x 14.2 = 2386 pounds 

applied at B^ 1 193 pounds 
applied at C, 1 193 pounds 

The two loads at apex B are combined into a single resultant 
load, BCy by the parallelogram of forces ; the latter load, those 
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acting at A and C, and the two reactions form the system of 
external forces acting on the truss, so far as wind pressure alone 
is concerned. 

To determine the reactions, draw, to any convenient scale of 
loads, the force polygon a , . . d with pole O and the correspond- 
ing equilibrium polygon LMNPQ, The magnitude and direc- 
tion of the two reactions are shown by the dotted line ad\ the 
ray Ok^ drawn parallel to the closing side QL^ intersects ad at 
ky giving the magnitude of R^ as dk and that of R^ as ka. 

The construction of the stress diagram is begun by drawing 
again the polygon abcdka^ preferably on a larger scale. Then, 
starting at the left support, the loads and stresses acting are 
KAy ABy BE, and EKy of which KA and AB are known and are 
given in the stress diagram by ka and ab, whose resultant is kb. 
Lay off be and ke parallel, respectively, to BE and EK, The 
stress polygon for the apex A is then kabek and the stresses de- 
termined are be and ek, the former compressive, the latter ten- 
sile. The stresses and loads, if any, at each apex are treated 
similarly and the stress diagram is thus completed. The stress 
polygons for the apexes A ,,,E are : kabeky ebcfe^fcdgfygdhg, hdkk. 

Since the truss is symmetrical, it is evident that, if the right 
became the windward side, the stresses found for the wind on 
the left would be transferred to the corresponding members in 
the other half of the truss. 

{b) One Free End, Fig. loi, represents a triangular roof truss, 
having the left end fixed and the right end free to move and 
supported on rollers ; the upper panels are of equal length. 

Assume the wind to be on the left side. There are two ways 
of determining the reactions at the supports. First Method : 
the right reaction R^ is vertical owing to the rollers, and, since 
the panels B and C are uniformly loaded, the resultant of their 
apex loads due to the wind passes through the middle apex 2 and 
is normal to the roof. This resultant is held in equilibrium by 
the two reactions. Therefore, prolong the lines of action of R^ 
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and the load-resultant, 2M^ until they meet at the point M^ and 
from M draw the line Mi through the point of application of Ry 
The lines Mi and J//' are then the lines of action of R^ and R^ 
respectively. On Mz^ lay off the loads, ab, bc^ cd ; from a draw 
ag parallel to Mi and from ^' draw c^g parallel to Mi\ Then, 
since ac^ = total wind load, ga = R<^ and (fg = R^, 

Second Method: assume at first that the reactions are parallel 
to the loads ; draw the force polygon a<^ with pole O for the 
loads and reactions and the corresponding equilibrium polygon 
(not shown) ; the closing side of the latter determines the 
direction of the ray Oh^ which gives R^ = ha^ and R^ — c^A, on 
the assumption as above. ^2 ^^* however, vertical and must there- 
fore be equal to the vertical component of c'/i, i.e. c'g; from g 
draw ga = R^ 

The stress diagram is constructed by the general method used 
for Fig. 100, except that the joints are not taken in clockwise 
rotation throughout, since there would then be three unknown 
forces at the peak joint j. The order followed is : 7, 2, i\ 2', j, 
and finally 4, to determine the stress in the last member FG, It 
will be observed that there is no stress in the member D' E\ 
The stress polygons, in the order named, are: gabdg^ dbced^ 
a'gd'b'a\ b'Je'dV, ecc'e'fe, gdefg. 

Using the first method, as given above, to determine the re- 
actions with the wind on the right, draw the vertical line i^ M* 
from the right support until it intersects at M^ the line of action, 
2^ M^ y of the resultant of the wind loads ; from M^ draw M^i to 
the point of application of R^, On M^ J prolonged, lay off the 
loads, a!y y Vc\ and c'c\ from «' drop the perpendicular a!g in- 
tersecting at ^ the line tf^ drawn parallel to M'l. Then, ag—R-^^ 
and^^' = R^' The stress diagram is then constructed by the 
same methods as before, except that the operation is reversed, 
the order of the stresses being non-clockwise. As the line of 
action of -^1' coincides with the main rafter, there is no stress in 
the members, DEy EF, FG, and GD, 
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87. Maximum and Minimum Stresses. While the dead load 
always acts on a truss, the loads due to snow and wind are 
variable. Hence, each member will be subjected to changing 
stresses, and, as it should be designed, not only for the maximum 
stress endured, but also for the range of stress through which it 
passes, it is necessary to know both the maximum and minimum 
stresses in each case. 

Therefore, after finding the stresses from the dead and snow 
loads and from the wind on each side separately, the results 
should be tabulated and the maximum and minimum stresses 
ascertained for each member. The minimum stress is that pro- 
duced by the dead load, except when a stress due to wind is of 
the opposite character, and the algebraic sum of the two is less 
than the dead-load stress. The maximum stress is the larger 
of the two stresses, found by taking the algebraic sum of the 
wind stress on the right or left, and the stresses due to dead and 
snow loads. As stated previously, tensile stresses are taken as 
positive, and compressive stresses as negative, in obtaining the 
algebraic sum. 

Thus, in Fig. loi, let the span 
be 35 feet; the inclination of the 
rafters, 30*^ to the horizontal; the 
four panels be equal in length ; and 
the trusses be of steel and spaced 
12.5 feet apart. Assume the weight 
of the roof covering as 13.5 pounds 
per square foot of roof surface, and 
the snow load as 15 pounds per 
square foot of horizontal projection 

of the roof surface. Then, the length of a rafter will be 20.2 1 
feet, and, for each truss : 

Area of roof covering 5^5-25 sq.ft. 

Area of panel 126.31 sq.ft. 

Area of horizontal projection of roof .... 437*5 sq.ft. 
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Weight of roof . . . . 

Weight of truss (Art. 83) = .08 x 35 x 437.5 = 

Dead load, total = 6821 + 1125 = 

Dead load, apex = 7946/4 = . 

Dead load, reaction = 7946/2 = 

Snow load, total = 437.5 x 15 = 

Snow load, apex = 6562.5/4 = 

Ratio of stresses, snow load to dead load = 1640.6/ 1986.5 

Wind pressure, normal, per square foot (Art. 85) 

Wind load, normal, total = 126.31 x 2 x 26.5 = 

Wind load, normal, apex = 6694.4/2 = . 



The dead-load diagram is shown in Fig. loi a. Using 
a scale of 1000 pounds to the inch, this diagram and those 
of Fig. 1 01 give the stresses in pounds in the members, as 
follows : 
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It will be seen that, with the majority of the members, the 
maximum stress is produced when the wind load is on the fixed 
side of the truss. 
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88. Method of Substitution. Let Fig. 102 represent a Fink 
truss, symmetrical and symmetrically loaded. The stress diagram 
can be constructed by the general method, excepting that part cor- 
responding with apex j, where there are three unknown stresses, 

to be determined. 

Assume the 
members LM 2ind 
MjVto be replaced 
temporarily by 
the member PQ 
shown by a dotted 
line in the upper 
semi-truss dia- 
gram. From the , 
latter, draw the 
stress polygons, 
cdpkhc for apex j, 
degpd for apex 4, 
and fkpgof for 
apex 7, thus deter- 
mining KP and 
QO^ which corre- 
spond with KL 
and NO, respec- 
tively, in the origi- 
nal diagram. Re- 
turning to the latter, the unknown stresses at apex 3 are now DM 
and ML, and the stress polygon cdmlkhc can be constructed. 
The remainder of the stress diagram presents no difficulties. 

There are other more or less complex solutions of this prob- 
lem. The method of substitution is, however, both simple and 
general, being applicable when the panels are unequal in length 
and unsymmetrically loaded. 




Fig. 103. 
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89. Braced Cantilevers. The following analyses by the 
method of reciprocal diagrams show the stresses in typical 

forms of framed or 



braced cantilevers. 

(a) In Fig. 103, the 
cantilever consists of a 
horizontal lower chord, 
an upper chord partly 
horizontal and partly 
inclined, and diagonal 
web members; the only 
load considered is the 
weight IV at the end 
of the cantilever. 

The stress diagram 
is begun at the apex 

on the line of action of IV. The stress polygons are : apex j, 

adca ; apex 2, acda ; 

apex J, 6edc6 ; apex 

4, adefa. At apex j, 

the known stresses 

are DC and CB\ 

their resultant is db. 

From b draw be and 

from d draw de^ 

parallel to BE and 

-£■/?, respectively. A 

similar method is fol- 
lowed at apex ^. The 

stressy« corresponds 

with the tensile stress 

GA in the support. 
{b) Figure 104 

gives the diagrams 
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for a cantilever truss such as would be used for an overhanging 
roof. The panels are equal in length and the dead load only is 
considered, being divided among the apexes as before. The 
apex loads are laid off on the line a-e and the stress diagram is 
constructed by the general method. For the apexes j-/, the 
stress polygons are : abgfa, bchgb, ghkfgy cdlkhcy fklmf, denmldy 
fmnf. 

Assuming a horizontal supporting tie, R^ = en^ at the upper 
extremity of the truss, its line of action intersecting that of the 
resultant of the loads at the point O, the line O7, drawn 
through the point of application 7 of the reaction R^^ is the 
line of action of the latter, whose magnitude is given by the 
line nf in the stress diagram. 

{c) Figure 105 shows a V-shaped cantilever with lattice bracing. 
Only the load applied at the end is considered, and the canti- 
lever is assumed to be secured to the wall. The same numbers 
are used to designate the members in both diagrams ; the joints 
are marked by capital letters ; the lettering of the stress diagram 
is arbitrary. 

To construct the stress diagram, draw W^ ab, and from a and 
b lay off / and 2, meeting at e and parallel respectively to i and 
2 in the truss diagram. The stress polygon abea determines the 
stresses in the members / and 2. The stresses at apex C are /, 
J, and 4, of which / is known ; the corresponding stress polygon 
is ebde^ which determines j and 4, Stresses 5 and 6 are found 
similarly for joint D. At joint E there are four stresses, 5, 
J, 7, Sy of which 5 = ce and 3 = db are known. Transfer ce to 
/d\ the resultant oi fd and db v& fb. From /draw hf^S and 
from h lay off bh = 7, thus determining stresses 7 and 8, The 
four stresses at each of the joints F, (7, and //", are treated 
similarly, the two known stresses being combined and their re- 
sultant used to form a stress triangle with the two remaining 
stresses. Finally, at the joints K and Z, the two stresses acting 
at each are known ; their resultants are, respectively, nb and an ; 
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and the equal and opposite forces required to support the canti- 
lever are the tensile force M^bn and the reaction N=^na, 




w 



.^ 




x» 



f w 



Fig. 105. 

respectively. Since the stress diagram is symmetrical about 
the horizontal axis XX\ it is necessary to draw only one- 
half of it, due regard being had to the character of the 
stresses. 
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90. Cranes. Framing finds frequent use in crane construction. 
Figure io6 shows a crane boom 
of this character, having a load 
IV at the peak. For clearness, 
the dead load due to the weight of 
the crane is disregarded. 
The stress diagram can ''*• 
be readily constructed 
by the general method. 
The stress polygons are : 
joint A, abca\ C, cbde\ 
Dy acdea\ -£", edbfe\ F^ 
aefga\ G, aglia\ H, 
hgfbkh\ K, kbik. The 
upper chord and the di- 
agonals are shown to be 
in tension; the lower 
chord, the radials, and 
the strut /j, in compres- 
sion. The load and the 
thrust produced by its 
leverage are sustained 
by the reactions, R^ and 
-^2, at the supports, -^2 
being evidently equal to 

-^1 + W' Fig. 106. 




91. Accuracy in Drawing ; Check on Results. In construct- 
ing stress diagrams for which, as with roof trusses, a usual scale 
is five or six tons to the inch, it is evident that accurate drawing 
is essential. The lines of the diagram should be as narrow as 
possible, arid the pencil used should be hard, finely pointed, and 
held always at the same inclination to the paper. Especial care 
should be exercised in drawing a line parallel with another. 
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The fundamental check on the results is that the final line of 
the stress diagram — usually representing one of the members 
at the peak of a roof truss — shall be accurately parallel to its 
corresponding member. In some cases, it may be well also to 
find analytically the stress in one of the final members, as the 
rafter at the peak, and compare the results with those deter- 
mined graphically. 

PROBLEMS 

74. The rafters of a triangular roof truss (3 members) of span s are in- 
clined at the angle $ to the horizontal. Let iv be the weight per lineal foot 
of the rafters and tu' the similar weight of the uniformly distributed load of 
roof covering which they sustain. Treating the rafter as a beam, find, by 
force triangles, the compressive stress in the rafter at the middle of its length, 
the tension in the chord (neglect weight of chord), and the vertical pressure 
on each support. 

75. Find the dead-load stresses in the members of a steel roof truss 
similar to that shown by Fig. 102, except that the lower chord is horizontal. 
Data : span, 40 feet ; rise, 1 2 feet ; trusses spaced 1 2 feet apart, c. to c. ; 
weight of roof covering, 13.5 pounds per square foot of roof surface ; weight 
of truss in pounds = 0.08 x span in feet x square feet of building space cov- 
ered by roof supported by one truss. 

76. In a crescent roof truss, the joints of both chords lie in arcs of circles 
which meet at the supports ; corresponding joints of the upper and lower 
chords are joined by braces radiating from the centre of the upper arc; 
diagonal braces, inclined toward the peak, connect each upper joint with the 
next outer one in the lower chord. 

Find the dead-load stresses in a steel truss of this type. Data : radius of 
arc of upper chord, 25 feet ; of lower chord, 39 feet ; span, 47 feet ; 6 equal 
panels in each chord ; trusses spaced 16 feet, c. to c. ; truss- and roof-cover- 
ing weights as in Problem 2. 

77. Deduce an expression for the pressure, P, in pounds per square foot, 
produced on a flat vertical surface by wind moving at a velocity of K miles 
per hour, and an expression for the similar normal pressure, P^y on a roof 
surface inclined at the angle to the horizontal. 

78. In Fig. 100, assume the left end of the truss to be free, and draw the 
stress diagrams for the wind on the right. 
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79. Find, by the method of sections, the stresses in the members of the 
braced cantilever, Fig. 103. Scale, i inch = 10 feet; W — 500 pounds. 

80. In the braced cantilever, Fig. 105, assume an additional weight equal 
to ^ as suspended at the intersection of members 8 and 9. Modify the stress 
diagrams to suit these conditions. 

83.. Find the dead-load stresses in the cantilever roof truss, Fig. 104. 
Scale, I inch = 10 feet ; trusses spaced 10 feet, c. to c. ; weights as in Prob- 
lem 2. 

82. Determine the stresses in the members of the crane post, Fig. 106. 
Scale, I inch = 10 feet; ^=5 tons. 

83. Find the stresses in this crane with this load, if all of the members 
between the diagonal GH and the apex A were replaced by a strut AG and 
a tie AH. 
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The discussion which follows relates only to the fundamental 
principles governing the design of bridge trusses. The subject 
is complex, and, for full treatment of the many points involved, 
the student must consult special works covering it. 

92. Bridge Trusses : Definitions. Bridge trusses are vertical 
framed structures which carry the dead and live loads in high- 
way or railroad bridges. In general, they may be classed as 
simple beams resting upon two abutments, or as cantilevers^ each 
anchored at the outer end and supporting, by links at the other, 
one extremity of a separate central truss, which joins the two 
cantilevers and forms with them the vertical framing of the 
completed bridge. 

Each truss is composed of an upper chord, a lower chord, and 
web members joining the two. The chords may be horizontal 
and parallel, or one chord may be a broken line or have its 
joints lying in the arc of a curve. The web members may be 
either vertical or diagonal, the two systems being frequently- 
employed in combination. In order to limit the main web mem- 
bers to a stress of but one character, counterbracing (counter-ties 
or counter-braces) is frequently used, the diagonals crossing to 
form lattice bracing. The joints of the web members with the 
chords divide the latter into panels ; at these joints {apexes or 
panel'points\ the loads are assumed to be concentrated. The 
span of a truss is the distance between the centres of the 
supports ; the depth is the distance between the centres of the 
upper and lower chords. 
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To provide for wind stie s &c& and to ^cd to the stabilftv of the 
structure, adjacent trasses are cor.nected br lairral braciK^^ the 
latter forming essentially a horizontal trsss coz: posed of the two 
corresponding chords of consecutive vertical trusses and of h :r> 
zontal web members. Wind or ruraj braces are also ms^cA in the 
form of vertical trusses between, and transverse to, the main 
trusses. 

Bridge trusses are built either as d^zk or tJircugh spans. In 
the former, the roadway of the bridge rests on the upper chord 
of the truss; in the latter, on the lower chord. The thro-^h 
span gives more height in the clear below the bridge ; the deck 
span ofifers better facilities for sway bracing. 

In either case, the upper chord is always in compression and 
the lower chord in tension; the web members mav be either 
ties or struts. Tension members mav be eve-bars — flat bars 
^th circular holes at each end for pin-joints — which are suit- 
able for tensile stress only, or they may be virtually rigid 
built-up members. Compression members are always of the 
latter type. The joints or panel-points are either pin-connec- 
tions, which give the members freedom for motion about the 
pin as a centre, or riveted joints, which are practically rigid. 
Trusses — either pin-spans or with ri\'eted joints — are frequently 
called girders ; and, similarly, riveted trusses are sometimes 
termed lattice girders^ etc. 

A bridge truss may be considered as a beam, and, as such, is 
subjected to bending moments, vertical shear, and deflection in 
a vertical plane. The bending moment at any section can be 
found as for a beam ; from this moment, the chord stresses at 
the given section can be computed. In a truss with parallel 
chords, the vertical component of the stress in a diagonal is 
equal in magnitude to the vertical shear ; the horizontal compo- 
nent of the same stress is the chord increment^ />., the addition 
to the chord stress due to this diagonal stress. Camber is the 
slight curve upward, from the ends to the middle, given to the 
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chords in order to compensate for their bending downward 
under load, so that, in any case, they shall be horizontal or curv- 
ing above it. 

93. Loads on Bridge Trusses. The loads carried by bridge 
trusses are : the dead load, the live load, and the loads due to 
wind and snow. The stresses produced by these loads are 
augmented by others resulting from the impact of the live load, 
from the initial tension given counter-ties to prevent vibration 
and increase stiffness, and from the various indeterminate 
strains produced by a curved or uneven track, by the shock of 
starting or stopping trains on the bridge, etc. The maximum 
stress is, in general, that due to the dead and live loads and to 
impact ; the remainder are relatively of minor importance, and 
will not be treated herein. 

The dead load comprises the weights of the trusses, the lateral 
and sway bracing, the floor beams, the longitudinal beams, and 
the floor of a highway bridge, or that of the trusses, bracing, 
floor-system, and tracks of a railroad bridge. General formulae 
for the weight of railway bridges, including that of trusses or 
plate girders and that of the floor-system, cannot be readily 
constructed, except when the proposed bridge is of a type which 
has been frequently built. This follows since the loads, unit 
stresses, and the details of specifications differ in every case. 
With highway bridges, the difficulty is still greater, as they vary 
more widely in the service for which they are intended, and con- 
sequently in design. As to approximate formulae, Merriman 
and Jacoby state:* 

" The total weight or dead load of a highway bridge with two 
trusses may be expressed approximately by the following em- 
pirical formula : 

«;= 140 -h 12 ^-1-0.2 ^/— 0.4/, 

* " Roofs and Bridges," New York, 189S, Part II, p. 67. See also Part III under 
" Weight Estimates," and Trautwine, " Civil Engineer's Pocketbook," New York, 
1907, pp. 731, 738. 
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in which w is the weight in pounds per lineal foot, b the width 
of the bridge in feet (including sidewalks, if any), and / the 
span in feet. . . . The total dead load of a railroad bridge 
for a standard gauge track may be approximately found from 
the following empirical formulas : 

For single track, w = 560 + 5.6 /, 
For double track, w = 1070 + 10.7 /. 

For spans not exceeding 300 feet, these formulas give values 
usually a little larger than the actual weights, but sufficiently 
accurate for the determination of the stresses. For spans greater 
than yx> feet, they should not be used." 

The live load is the moving load which crosses the bridge 
— foot passengers, vehicles, or railway trains, as the case may 
be. A uniform live load, per running foot of the entire bridge, 
produces, with the dead load, when the latter is considered as 
applied on the loaded chord only, a maximum load which is 
equivalent, in the stresses developed, to the aggregate con- 
sidered as a dead load. Hence, the stress diagrams for dead 
loads and for uniform live loads are similar, and the stresses due 
to the latter may be computed from those produced by the 
former. 

In practice, it is customary to make an allowance for impact. 
The added stress resulting from impact and vibration, and due 
to the live load, is indeterminate in some degree and varies with 
the character of the bridge. For a plate girder bridge, Waddell 
recommends for the coefficient of impact : 

/ = 4CX)/(Z + 5CX)), 

in which / is the percentage of a given live-load stress to be 
added and L is the length in feet of the segment of the span 
which is covered by the live load when that stress is produced. 
The maximum wind load is assumed to be that existing when 
the wind is horizontal, transverse to the bridge, and has a press- 
ure of 30 to 40 pounds per square foot. It produces a horizon- 
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tal pressure on the exposed surfaces of one truss and of a train, 
if the latter be crossing the bridge. As a result, stresses are 
developed by direct pressure in the lateral bracing and trans- 
mitted to the chords of the main trusses, and, as the wind also 
tends to overturn both bridge and train, the stresses in these 
trusses are not the same as under similar dead and live loads in 
still air. 

The snow load is negligible for open railroad bridges; for 
highway bridges, it is, for various reasons, assumed to be much 
less than for roofs. 

As with roof trusses, all loads are assumed to be concentrated 
at the joints or panel-points. The method of transmitting to the 
joints all loads except the weights of the truss and bracing is 
the same in principle as that employed for roof trusses : trans- 
verse floor beams connect the corresponding joints of adjacent 
trusses ; on these, longitudinal beams are laid ; and, on the latter, 
the floor or the sleepers which carry the tracks. Hence, the 
load due to the floor and the live load resting on it can reach 
the trusses only through the supports of the floor beams at the 
joints. The weight of the truss may be relatively small as com- 
pared with the aggregate load — in which case, without material 
error (Art. 94 b\ it also may be assumed to be divided propor- 
tionately among the panels of the loaded chord, and to be con- 
centrated at the joints of the latter, although, for accuracy, it 
should be divided proportionately between the two chords. In 
practice, the weight of the floor-system is frequently considered 
as acting on the loaded chord only, and the remainder of the 
dead load is divided equally among the joints of both chords. 

94. Determination, by Stress Diagrams, of the Stresses due to 
Dead Loads and to Uniform Live Loads, Panels not Counter-braced, 

The trusses discussed below represent the various systems of 
arrangement of the web members which are commonly used. 
Counter-bracing — which will be treated later — is not consrd- 
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ered, as the character of the stress in any member is always the 
same for both the dead load and a uniform live load. The re- 
action shown at each support is the net or effective reaction, i.e., 
the total reaction less the load on the joint at that support. 
(^A) and (5) represent the truss diagrams for through and deck 
spans, respectively; the corresponding stress diagrams are 
marked {a) and {b\ Since each truss is symmetrical and loaded 
symmetrically, the stress diagrams are constructed only for the 
lettered members of the truss diagram, extending from the left 
support inward, or about one-half of the truss. The stresses 
are taken in contra-clockwise order, the joints of the upper and 
lower chords being followed alternately, beginning at the left 
support. The loads may be considered either as dead loads, 
uniform live loads, or the two combined. They are applied to 
one chord only. 

{a) Warren truss. Figure 107 shows the Warren triangular 
truss, in which the web members are all diagonals inclined about 
60^ to the horizontal and forming isosceles or approximately 
equilateral triangles with the panels of the chords. 

The stress diagrams, {a) and (^), are constructed, as in Art. 84, 
by the general method. Thus, in {a\ the distances, kly Im^ mn^ 
etc., representing the loads, are laid off on the load-line, ka ; the 
force polygon for the left half of the truss is then kak and the 
effective reaction at the left support is ak. The forces and 
stresses acting at that support are AK^ KB, and BA ; the cor- 
responding stress polygon is akba\ and kb and ba are, by in- 
spection, tensile and compressive stresses, respectively. In this 
way, the stress polygon is constructed for each panel-point, 
taking the upper and lower panel-points alternately, until the 
entire stress diagram, or the portion required, is completed. 

In both the through and deck spans, the upper chord is in 
compression and the lower in tension, as in the case of a simple 
beam ; this result is produced by any dead or live load applied 
to a bridge truss. In both cases, the chord stresses increase 
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Fig. 107. 
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from the supports toward the middle, and the stresses in the 
web members, following the reverse order, increase from the 
centre of the span to the supports. This condition exists in any 
truss supported, as in this case, at the ends only, since, consid- 
ering the truss as a simple beam uniformly loaded, the bending 
moment is a maximum at the centre and the vertical shear — to 
resist which is the primary function of the web members — is 
greatest at the supports. 

Thus, in (^), the compressive stress in the upper chord in- 
creases from ac to ag^ and the tensile stress in the lower chord, 
from bk to ftriy while the alternately compressive and tensile 
stresses in the web members decrease from ab to gf. Similar 
results will be found for the deck span. The diagonals are, as 
stated, alternately struts and ties, the order changing at the 
middle, where, as in the six-panel trusses shown in Fig. 107, the 
two central web members are under the same kind of stress. 

(h) Howe truss. Figure 108 gives the diagrams for through 
and deck spans of the Howe truss. It differs from the Warren 
type in that there are vertical as well as diagonal web members, 
and from the Pratt truss, Fig. 109, — which has also both verti- 
cals and diagonals, — in that, with the latter, the verticals are 
struts and the diagonals are ties, conditions which are the oppo- 
site of those in the Howe truss. For economy in construction 
and weight, the shorter web members of combined vertical and 
diagonal systems should, in general, be struts. The diagonals 
of the Howe truss are usually of wood, while the Pratt system 
is better adapted for trusses built wholly of steel. 

The stress diagrams (a) and {b\ for the through and deck 
spans, respectively, are drawn as with the Warren truss. In 
both spans, ^he stresses in the upper and lower chords, follow- 
ing the general rule, increase from the supports to the centre, 
while those in the web members grow larger in passing from 
the centre to the supports. Thus, in {A) and {a\ the com- 
pressive stress in the chord increases from ac to ae and the 
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tensile stress from bk to /«, while the stress in the diagonals 
decreases from ab to ef and that in the verticals from cb to gf, 
being equal in the latter to the load MN only. In the deck 
span, the stress in the central vertical MN is zero, and that mem- 
ber serves simply to keep the middle panels of the lower chord 
from displacement or sagging. There are also in this span no 
stresses, from the loads shown in the diagram, in the vertical at 
the support and in the panel AF. 

The effect produced on the stresses by a transfer of the loads 
from one chord to the other may be readily seen from the 
stress diagrams. Omitting the ineffective panel AF in {B), the 
through and deck spans are identical in form and are fully com- 
parable. Inspection of the stress lines for corresponding panels 
gives : 

(A) (^) 

Upper chords J ~ , ' 

[ae= cl. 



Lower chords 

etc 






Diagonals . . . * - \ . ?! 

[ca = nk, etc. 

Verticals ' *- "^^ ■*" ^^^"^ ^^ panel-point, 



\ed=z 



kl + load at panel-point, etc. 



From these data it appears that, so far as the chords and 
diagonals are concerned, it is immaterial with this truss whether 
the loads be applied on the upper or lower chords; and that, 
with regard to the verticals, the effect of loading the lower as 
compared with the upper chord is to increase the tensile stress 
in the vertical members by the amount of the load applied at 
each lower joint. These conclusions apply also to the Pratt 
truss discussed below, excepting that, as in it the verticals are 
struts, the compressive stress in each is increased, when the load 
is transferred to the upper chord, by the amount of the load 
applied at each upper panel-point. It will be seen, therefore, 
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that, in apportioning the dead load among the panel-points of 
the loaded chord, the weight of the truss may be, in both cases, 
as above, equally divided, if allowance be made for the change 
in the stress of the verticals by a transfer of the load. 

(r) Pratt truss. The diagrams for this truss are given in 
Fig. 109. The increase in the chord and web stresses follows 
the general rule previously given, except that, in {A\ owing 
to the diagonal direction of the end post AB^ the stress in BK is 
the same as that in CZ, and the stress in CB is tensile and equal 
to the load LK, There is no stress in GF, The dotted lines 
in {A) and (^) show modifications sometimes made in the ends 
of this truss, the members, BA in {A) and C/^and FE in {B\ 
being omitted. Under these conditions, there is no stress in 
the lower panel BK of (^A\ which may also be omitted if the 
truss be supported at its upper extremity. 

(^) Bowstring truss. In this truss. Fig. no, one chord is a 
broken line with its panel-points arranged in the arc of a circu- 
lar or parabolic curve, the members being straight; the web 
members may be either diagonals simply, as in the Warren truss, 
or diagonals and verticals, as in the Howe and Pratt systems, 
with corresponding variations in the character of the stresses 
to which these members are subjected. The effects of this 
virtual curvature of one chord, which thus forms an approximate 
arch, are, first, to make the stresses nearly uniform throughout 
each chord, as ab^ ad, and af, and bk, cl, and em in {A)\ and, 
second, to reduce very materially the stresses in the web mem- 
bers, the diagonals especially, as shown in {A) by the decrease 
in oby dc, etc., as compared with similar stresses in Fig. 109. 

The equilibrium polygon for any system of forces requires 
no transverse web members to maintain equilibrium. Hence, 
the nearer the arc of the broken chord of this truss approaches, 
in curvature and height, the contour of the equilibrium polygon 
for the dead loads applied to the truss, the less, for these loads, 
will be the stress in the web members ; the less the need of 
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their presence, except as a means of transferring the loads from 
their points of application to the broken chord ; the nearer the 
stresses in the diagonals will approach zero ; and the more uni- 
form will be the stress in the unloaded chord. Theoretically, 
these conditions are attained most closely when the truss is con- 
sidered as a simple beam uniformly loaded, and the panel-points 
of the broken chord lie in a parabolic curve, since, for such a 
beam, the curve of bending moments is a parabola. 

The bowstring truss finds frequent use for long spans in high- 
way bridges. In an extension of this principle, both chords are 
curved in opposite directions, as in the lenticular truss. Against 
»the economy in construction and weight of the bowstring type, 
there must be considered the disadvantage that, in through 
spans, lateral and sway bracing become impracticable as the 
abutments are approached, owing to the curvature of the broken 
chord. 

95. Intersections; Lattice Girders. The trusses discussed in 
the preceding article have each but one system of web members 
consisting, as in the Warren type, of diagonals only, or, as in 
the Howe and Pratt systems, of diagonals and verticals com- 
bined. If, Fig. 107, the truss shown in {B) be superposed upon 
{A), there would be obtained, as in {c), the Warren double inter- 
section or double system truss. If the loads shown in both i^A) 
and {E) were applied to (^), the stress in each diagonal would 
still be that given by (^) and {b\ but that in each chord, upper 
or lower, would be the sum of the original stresses in the two 
chords which combine to form it. 

If a double-intersection truss similar to (r)be superposed on the 
latter with its joints intermediate with those of {c\ the two form 
the quadruple Warren truss or lattice girder. This principle 
has been employed also with the Pratt system, the Whipple or 
double-intersection Pratt truss being composed of two simple 
Pratt trusses, combined with one pair of chords. 



igO GRAPHIC STATICS 

For any multiple-system truss, either the dead- or live-load 
stresses may be obtained by treating each system separately, as 
in (a) and (6\ Fig. 107, and combining the stresses of the mem- 
bers which coincide. In some cases, as in the double and 
quadruple Warren trusses, a single stress diagram may be 
drawn by the general method which will give the stresses due 
to dead load in all of the web members ; in the Whipple truss, 
each system must be treated separately throughout. 

96. Relation of Bending Moment and Chord Stress. In a 
truss with horizontal chords, the stress in either of the latter 

at any panel-point is equal to the bending 
moment at that section, divided by the depth 
of the truss. 

Thus, let Fig. in represent a section of a 
Howe truss, through span, of depth d, with a 
part, NQST, of the equilibrium polygon drawn 
for the loads and reactions. Assume the truss 
to be cut on the vertical line a6 to the right of, 
but indefinitely near, the panel-points 2 and j, 
so that the bending moments at the sections a—i 
I'lG. III. g^^j ^_^ ^jij ^^ virtually the same. 

The external forces acting on the part of the truss to the left 
of the section a-6 are the load P at joint j and the effective 
reaction Ri at the left support. To maintain equilibrium, 
assume the forces, X, K, and Z, — the same in magnitude and 
direction as their corresponding stresses, — as applied at the 
respective points of section of the severed members. For 
equilibrium, the algebraic sum of the moments of these external 
and applied forces, about an axis perpendicular to their plane 
of action, must be zero. 

Prolong the sides, QS and NT, of the equilibrium polygon 
until they intersect in the point U, at a perpendicular distance 
/ from the line of action of the force P at joint j. Then, by 
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Art. 41, the line of action of r> the resultant of Ri and P, must 

pass through the point [/, and the moment of r is equal to the 

sum of the moments of its two components. Taking moments 

about panel-point j, where the lines of action of the forces Y 

and Z intersect, 

^X d=rx /, 

X=rl/d. 

But, by Art. 41, r/is the bending moment at the section 2-j, 
and this moment is- virtually the same as that at the section 
a-d, since the two are indefinitely near. 

The principle thus established is general. If the upper chord 
be broken (Art. 107) and the line of action of its applied force 
Jf be inclined to the horizontal, the depth d should be replaced 
by the perpendicular distance from the centre of moments — 
as panel-point j — to the line of action of X, Due regard 
should be had to the system of units employed. Thus, if the 
depth of the truss be taken in feet, the pole-distance of the 
force polygon in tons, and the bending moment in tons-feet, 
the chord stress will be given in tons. 

It will be observed that (Art. loi 6), in trusses with parallel 
chords, the magnitude of the chord stress is the same for the 
chord members joining the two upper and the two lower extremi- 
ties of consecutive and parallel diagonals. 

97. Relation of Vertical Shear, Web Stresses, and Chord Incre- 
ment. As in a simple beam, the vertical shear V, immediately 
to the left of any vertical section of a truss, is equal to the 
effective reaction, R^, at the left support, minus the sum of all 
the loads to the left of the section considered. V is thus the 
resultant of this reaction and these loads. 

Under these conditions, for a dead load or a uniform live 
load, the shear diagrams, (c), Fig. 112, and it"/";;/", etc.. 
Fig. 113, show that V is 2l positive maximum at the left 
support, decreases by steps at each panel-point, passes through 



192 GRAPHIC STATICS 

zero at the middle of the truss, and reaches a negative maxi- 
mum at the right support, positive shear indicating that Facts 
upward, and negative shear the reverse. When the live load is 
not uniform, these conditions do not prevail, and the vertical 
shear in any panel is the algebraic sum of the shears due to 
dead and live loads (Art. 102); the actual shear thus found 
may be, as to sign, like or unlike the dead-load shear, depending 
on the magnitude and location of the live load. 

Each panel is thus subjected to the action of vertical shear, 
and if, for trusses with parallel chords under any conditions of 
loading, the magnitude and sign of Fare known, it is possible, 
as the succeeding articles show, to determine analytically from 
them the intensity and character of the stresses in the diagonals 
and verticals and the magnitude of the chord increment When 
the upper chord is broken, as in Fig. iii, this determination 
becomes more complex, as the vertical components of the 
stresses in both the diagonals and the inclined chord members 
must be considered in finding the stresses which resist the 
vertical shear. 

98. Stresses in Diagonals. It is evident that, in trusses with 
parallel chords, the vertical shear in any panel must be wholly 
resisted by the stress in the diagonal which is strained, since 
the latter member is the only one in the panel whose stress has 
a vertical component. Hence, this component must be equal in 
magnitude and opposite in direction to V, and, knowing V, the in- 
tensity and character of the stress in the diagonal may be found. 

Thus, Fig. 112, let (A) and {B) represent, respectively, semi- 
trusses of the Howe and Pratt systems, under dead load or 
uniform live load, and let (c) be the shear diagram, which is 
the same for both (A) and (B). CD is the line of zero shear. 
Then, at the section de of (^), there is an upward shear whose 
magnitude is given by {c). In the force triangle {a\ lay off on 
any scale the line 7-d equal to V and draw the lines tf-5 and 
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§-'/ parallel, respectively, to the corresponding diagonal and 
chord member in {A), The length of the line tf-5 then repre- 
sents, on the given scale, the magnitude of the stress in the 
diagonal; the character of the stresses, with regard to panel- 
point 5, is shown by the arrows, 6-5 being compressive and ^-j 
tensile. The force triangle {b) gives similar results for the 
section fg in (5). In this case, as the diagonal is inclined in 
the other direction, the character of the stresses is reversed, 
that in the diagonal being tensile and that in the chord, com- 
pressive. The same reversal would occur in (a:), if V were 

fl) (B) ^ 

d if 





^^0 



Fig. 112. 

negative. The direction of the shear and stresses in passing 
around the triangles {a) and {b) is determined by the fact that 
the direction of V is known, and, as the three forces represent 
a system in equilibrium, their direction will be, by Art. 15, the 
same. 

The reciprocal diagrams. Figs. 108 and 109, show graphically 
the principle established above. That it is general is clear from 
the diagrams for the Warren truss. Fig. 107, in which the 
vertical component of the stress in either of the two diagonals 
which intersect above or below the centre of a panel in the 
loaded chord is found to be equal in magnitude and opposite in 
direction to the vertical shear in that panel. 

99. The Chord Increment. Each diagonal in a truss with 
parallel chords receives from one chord and delivers to the 
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other a horizontal stress whose intensity is equal to the hori- 
zontal component of the stress in the diagonal. This horizontal 
component is the chord increment^ i,e.^ the difference between 
the stresses in two consecutive members of the same chord, in 
proceeding from the end of the truss to the middle. The chord 
stress in any member of either chord is thus the sum of succes- 
sive chord increments. For example, Fig. io8 {A\ the stress 
fm in the lower chord member FM is the sum of the horizontal 
components of the stresses in the preceding diagonals, AB^ CD^ 
and EF\ and the stress in the upper chord member EA is the 
similar sum from the diagonals AB and CD. Hence, as the 
stresses in the diagonals can be ascertained by the methods of 
the preceding article, the magnitude of the corresponding chord 
increment can be determined. 

It will be observed further, as to the horizontal component 
of a diagonal stress, that it is the difference between the stress 
in any two chord members which it connects, or between which 
it lies. Thus, Fig. io8 {A\ the horizontal component of the 
stress in CD is the difference between the stresses in BK and 
LD, in AC and EA, and in BK and EA. 

100. Stresses in Verticals. The stress in any vertical web 
member of a truss with parallel chords and loaded on one chord 
only is equal and opposed to the vertical component of the 
stress in the diagonal which — except in counter-braced panels 
and in some end and all middle panels — is the only web mem- 
ber to meet the vertical at a panel-point in the unloaded chord. 
This follows from the fact that, at such a panel-point, the only 
vertical forces are the stress in the vertical and the vertical com- 
ponent of the diagonal stress, and, for equilibrium, the two 
must be equal. By Art. 98, the stress in the vertical is hence 
equal in magnitude to the vertical shear in the panel in which 
the diagonal is located. In finding the stress in a vertical form- 
ing one side of a counter-braced panel (Arts. 105 6, 106), it is 
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necessary to determine which of the two adjacent diagonals is 
acting under the load. 

Thus, Fig. 108 (A), the stress in the vertical ^C which meets 
the diagonal AB at panel-point 2, is equal in intensity to the 
vertical component of the stress ai and hence to the vertical 
shear in the panel to the left, or that in which the diagonal AB 
is situated. Similarly, the stress in DE is equal to the vertical 
shear in the second panel ; and that in FG, which meets two 
diagonals at panel-point 6, is the arithmetical sum of the shears 
in the third and fourth panels, in which these diagonals lie, the 
shears being added because the stresses in the two diagonals are 
the same in character. For the deck span (B), the method is 
the same, except that, as the panel-points in the lower chord are 
now considered, the stress in the vertical is equal in magnitude 
to the shear in the panel to the right. 

For the Pratt truss. Fig. 109, the process and results are simi- 
lar, with the exception that, at panel-point 2 in (^), two diago- 
nals of opposite stress meet the vertical. The stress in the 
latter is therefore equal to the difference between the vertical 
components of the two diagonal stresses, or ak — /a = Ik, which 
is the difference between the vertical shears in the first and 
second panels. 

In finding the stresses in vertical members of trusses with 
broken chords (Fig. no), the principle of equilibrium must be 
applied to the vertical components of all members meeting the 
vertical at the panel-point selected, and the magnitude and 
direction of these components must be considered in determining 
the stress in the vertical, 

101. Determination of Dead-load Stresses by the Force and 
Eqtulibrittni Polygons. The stresses in a truss, due to dead load 
or to uniform live load, can be determined, as to magnitude, by 
the application of the force and equilibrium polygons to the 
loads and effective reactions, owing to the relations which have 
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been shown to exist between these stresses and the bending 
moments and vertical shear. This method is given in Fig. 113 
as applied to a Howe truss, through span, of depth dy and 
under dead load. 




Fig. 113. 

The loads and effective reactions, taken in contra-clockwise 
order, are plotted to any convenient scale of tons to the inch on 
the load-line kk\ the reactions being ak and k^a and the closed 
force polygon, kk^k. Then, the pole O is located horizontally 
from ^, at a pole-distance H equal to any desired number of 
tons, the distance being measured on the load-line scale. The 
rays Ok^ 01, etc., are then drawn and the equilibrium polygon 
N-R-U{AtX,. 20) is constructed. 

The diagram k"r'fn!\ etc., for the vertical shears is drawn by 
projection from the lower chord of the truss and from the load- 
line. The median line Oa, produced, divides the diagram into 
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positive and negative sections, respectively, above and below 
this line. 

{a) Bending Moments. By Art. 41, the bending moment at 
any section of the truss is equal to the product of the ordinate 
of the equilibrium polygon at that section by the pole-distance. 
Thus, at section 4-5, the bending moment is qQ x H, The 
length of the ordinate is found in feet and is measured by the 
linear scale used in spacing the lines of action of the forces 
which pass through the vertices of the polygon, and, hence, by 
the scale of feet per inch employed in drawing the truss diagram. 
The pole-distance is measured in tons by the scale of tons per 
inch on which the load-line was laid out. The product, the 
bending moment, is thus obtained in tons-feet. 

{b) Chord Stresses. By Art. 96, the chord stress at any sec- 
tion of a truss with parallel chords is equal to the bending 
moment at that section, divided by the depth of the truss, 
or B,M./d, If the bending moment B.M. be found in 
tons-feet and d be taken in feet, the chord stress will be 
given in tons. Thus, at section ^-5, the chord stress is 
equal to qQy.H/d, which is the stress in the members, AE 
and Z>Z, as shown by Fig. 108 {a). Since the stress in 
any chord member is the sum of the horizontal components 
of the stresses in preceding diagonals, the magnitude of 
the stress is the same for the chord members joining the two 
upper and the two lower extremities of consecutive and parallel 
diagonals. 

{c) Stresses in Diagonals, By Art. 98, the vertical compo- 
nent of the stress in any diagonal in a truss with parallel chords 
is equal to the vertical shear in the panel in which the diagonal 
is situated. Thus, ;«"^z' gives the magnitude of the vertical 
component of the stress in the diagonal EF, Similarly, </'V is 
equal to the vertical component of the stress in the diagonal CD^ 
and ^'^/", drawn parallel to the latter, represents, on the load- 
line scale, the stress in CD, 
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{{/) Stresses in Verticals. By Art. 100, the stress in a verti- 
cal member of a truss with parallel chords is equal to the vertical 
component of the stress in the diagonal which meets the vertical 
at a panel-point in the unloaded chord, and hence is equal to the 
vertical shear in the panel in which that diagonal is located. 
Thus, the stresses in the verticals BC and DE are equal, respec- 
tively, to the shears in the panels BK and DL. The stress in 
FP is equal to the sum of the shears in panels FM and PM\ 
as explained in Art. 100. 

{e) Cliaracter of the Stresses, The character of the stresses 
in the various members of a truss cannot be determined from 
the equilibrium polygon, but must be found by the other methods 
given previously. 

Thus a truss, like a simple beam, has, for any manner of 
loading, its upper chord compressed and its lower chord in ten- 
sion, which condition decides the character of all of the chord 
stresses. Again, the nature of the stresses in the diagonals is 
determined by the method of force triangles (Art. 98), these 
stresses being compressive in all of the diagonals of this truss. 
Finally, the stress in all of the verticals must be tensile, i.e.y the 
reverse of the vertical components of those in the diagonals 
meeting them at the unloaded chord. 

102. Live-load Shear; Maximum Shear. As shown in Arts. 
98 and 100, the stress in web members is dependent, directly or 
indirectly, on the vertical shear — that of any diagonal on the 
shear in the panel in which it is situated, and that of a vertical on 
the stress in the diagonal whose vertical component it resists. 
Thus far, only the vertical shear due to dead load has been 
treated. The resultant shear at any section, produced by the 
combination of the shears from dead and live loads, differs in 
intensity and sometimes in sign from the dead-load shear. 

Consider first. Fig. 114 {a\ the effect of a single-moving load 
P on the shear at any section, as mn, of a simple beam AB oi 
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span s. Let the load move first from the right support toward 
the section. Then, 

F= i?i = Px/s, 

and the shear is positive and increases as the load approaches 

the section. Again, let the load move to the right from the 

left support, being thus 

between the section mn 

and that support. Then, 4^— ^a^J^^^^^'i^ 

F= ^1 - /^ = - P{s^x)/s, ~" 

and the shear is negative, 
but again increases 
from the support 
to the section. It 
will be seen that, 
in each case, the 
shear at the section 
increases with the 
distance between it 
and the support 
from which the 
load moves. 

The maximum 
shear produced at 
any section by a 
series of such equal 
live loads, equally 
spaced, is shown in 
diagrams {b) and 
{c). In (*), the series of loads moves from right to left; in 
(c), in the reverse direction. The shear diagrams for dead loads 
are shown by dotted lines ; those for live loads, by full lines. 
The latter diagrams give, for any section, the shear due to equal 
loads at all panel-points between that section and the abutment 
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from which the load is moving. These are the conditions for 
any uniform live load covering a part of the span, as a train of 
cars having a constant weight per foot of length. Thus, in the 
panel j-4 in (i), the live-load shear is positive and equal to /g-^ 
the loaded panel-points being 4-7 ; in the similar panel in {c), 
the similar shear is negative and equal to /'^, with loads on 
panel-points i-j. Since the effects produced by such a series 
of loads are, in general, the same as those arising from the 
single load P in {a\ it is evident that the liv^e-load shear in 
panel j-4 passes, for these different methods of loading, from 
the negative shear /'^ through zero to the positive shear ^ 
which is its maximum value, since in {6) only the panel-points 
in the larger segment of the span are loaded. 

In (6), the maximum live-load shear at any section is equal 
to the effective reaction R^ at the left support ; in (c), it is equal 
to /?! minus all loads to the left. Figure 1 14 (^)* gives a ready 
means for obtaining graphically the value of Ry On the load- 
line ai, plot the loads 2-6 ; locate the pole (? at a horizontal dis- 
tance from a equal to the span s, and draw the rays. From the 
upper of the two lines indicating the truss and marked i-^, lay 
off the lines of action of the loads and construct the equilibrium 
polygon i'-4'-f, with the closing side 7'/'. From O draw the 
ray Oc parallel to 7'/'. Then, ac = R^. Produce the horizontal 
side 1*2* of the polygon until it meets the vertical //\ Then, 
ff* is also equal to R^, for the triangles Oac and I'f/ are equal 
in all respects. This principle holds for any vertical let fall 
from a panel-point of the polygon on the line 2'f\ Thus, 
Ri = 3*f' when the span is moved two panels to the left, as 
shown by the lower line. • It will be observed that this process 
consists simply in first drawing an equilibrium polygon for the 
span when loaded at all of the panel-points ; then, with the lines 
of action of the loads stationary, moving the span to the left 
until the required number of panel-points is loaded, and modify- 

* Merriman and Jacoby, " Roofs and Bridges," Part II, p. io6, New York, 1898. 
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ing the original equilibrium polygon, by new closing lines, to 
suit these changed conditions. 

Figure 115 shows the resultant shear produced by combining 
the shears of the dead and live loads. The dead load is indi- 
cated by full lines below the line AB representing the truss and 
the live load by full lines above it, except in (a), where it is 
shown by broken lines. The shear diagram is drawn beneath 
the load-line in each of the three cases. In {a) there are two 
such diagrams, that in full lines being for the dead load only, 
while the broken section lines mark the resultant shear due to 
this dead load combined with the uniform live load. Diagrams 
{6) and (c) show the resultant shear when the larger and smaller 
segments, respectively, of the span are loaded. 

From {a\ it will be seen that a uniform live load increases the 
intensity, but does not change the sign, of the shear due to dead 
load. Diagram (6) shows the maximum shear produced in the 
third panel, which is next to the loaded and larger segment of 
the span. This maximum shear is nearly twice the similar 
shear due to dead and uniform live loads, as in (a). Diagram 
(c) indicates that when a live load of this magnitude covers the 
smaller segment of the span, the resultant shear passes in the 
third panel from that shown in (b) through zero to its negative 
and minimum value, or about one-third of the numerical value 
given in (6), This tendency to a change in the sign of the 
resultant shear depends upon the manner of loading and upon 
the relation of the live and dead loads on a panel. In these 
diagrams, this ratio is 4 : i, which is higher than the average in 
practice. 

In summary, as to the live-load and resultant shears : 

(a) A load to the right of any section of a truss produces 
positive shear at that section ; one to the left, negative shear. 
The resultant shear at the section is the algebraic sum of the 
shears generated by the loads to the right and left. The shear, 
in each case, increases as the load approaches the section. 
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(6) The farther the given section is from an abutment, the 
greater will be the shear at that section produced by a uniform 
live load between the section and this abutment. Hence, the 
maximum absolute value of the shear at a section dividing the 
span into unequal segments occurs when the live load covers 
only the greater segment. Conversely, the minimum shear at 
the section exists when the live load extends over only the 
smaller segment of the span. 

(c) The shear due to the dead load is positive for the left 
half and negative for the right half of the truss. A live load 
moving from the right abutment produces only positive shear 
in passing over the truss. The absolute value of this shear 
may exceed that of the negative dead-load shear before the live 
load reaches the middle of the truss, in which case the resultant 
shear will pass through zero at that point. Similarly, and with 
similar possibilities as to change of sign, a live load moving 
from the left produces negative shear, while the shear due to 
dead load is positive in the left half of the truss. This ten- 
dency to change of sign of the shear depends not only on the 
manner of loading, but also on the ratio of the live to the dead 
load on the panels so loaded. 

103. Counter-bracing. The change of sign of the shear, 
referred to in section (c) of the preceding article, occurs in 
panels j and 4 of the Pratt truss shown in Fig. 1 14 (d). 
Hence, the main diagonals, EFand GH, of these panels would 
be subject to a reversal of stress. Since all diagonals in this 
truss are fitted to withstand tension only, counter-braces, FF' 
and GG\ are inserted. These counters are opposite in direc- 
tion to the main diagonals, and, by Art. 98, a shear which 
would cause compression in the latter produces tension in the 
counters. When, therefore, the shear in a panel so changes as 
to tend to compress the main diagonal, the latter ceases to act 
and becomes a redundant member, while the load is taken, as 



204 GRAPHIC STATICS 

tension, by the counter-brace. This action is reversed when the 
shear again changes in sign, the counter becoming redundant. 
Hence, in whatever manner the load be applied, stress can exist 
in but one of these two crossed diagonals, and that stress is 
always tension. The determination of stresses in trusses hav- 
ing counter-braced panels is discussed in Art. 105. 

104. Hazimum Moments. By Art. 41, in any structure under 
the action of parallel forces — as a truss under dead or live 
loads — the bending moment at any section parallel to the lines 
of action of the forces is equal to the product of. the corre- 
sponding ordinate y of the equilibrium polygon by the pole- 
distance H in the force polygon. 

From Fig. 11 3, it will be seen, with regard to the length of 
the ordinate y at any section, that, for uniform live loads, any 
load applied to the right or left of the section increases this 
length. Hence, with uniform live loads, the maximum bending 
moment at every section occurs when the whole span is loaded, 
and depends upon this condition only. 

When the truss is subjected to the action of a system of un- 
equal loads not uniformly spaced, — as locomotive wheel loads, 
— one other condition requires consideration. The bending 
moment at any section is, in any case, equal to the moment of 
the left reaction, minus the moments of all loads to the left of 
that section To increase the left reaction, and hence the mo- 
ment at the section, the span should be fully loaded ; but the 
distribution of the loads may be such that, in loading the entire 
span, one or more of the heaviest loads may be located so far 
to the left of the given section that, when their moments are 
deducted from that of the left reaction, the remainder may not 
represent the maximum moment possible at the given section 
with the given system of loads. Hence, generally : 

With unequal live loads, unequally spaced, the maximum mo- 
ment at any given section occurs when the span is, so far as is 
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possible, fully loaded, and one of the greatest loads is at or near 
the section. 

Thus, Fig. 116, let it be required to find the maximum mo- 
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ment at the middle C of a plate girder bridge AB of 70 feet 
span for a single-track railway, when a 125-ton locomotive passes 
over the bridge. One-half of this weight will be borne by each 
of the two girders. In the figure, the wheel loads are given 
in tons (2000 pounds), and the locomotive is placed symmet- 
rically on the span, there being a distance of 1 1 feet between 
each extreme axle and the adjacent support. The linear scale 
of the original drawing was 10 feet to the inch, and the load- 
scale was 20 tons to the inch. 

The loads are laid off on the load-line a6, the pole-distance 
//"is taken as 45 tons, the rays Oa-Ob are drawn, and the cor- 
responding equilibrium polygon D-L-R is constructed. The 
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ordinate ^ under C measured 1.55 inches, which, multiplied by 
the linear scale, is equal to 15.5 feet ; this product, multiplied by 
the pole-distance, gives 697.5 tons-feet as the bending moment 
for this position of the locomotive. 

In any equilibrium polygon, the ordinate representing the 
maximum moment always passes through one of the vertices ; 
that is, it corresponds with the line of action of one of the 
loads. One of the greatest loads, 9 tons, is 2.5 feet to the left 
of the section C, Therefore, keeping the lines of action of 
the loads stationary, assume the span to be moved that dis- 
tance to the left, as shown by A^B\ thus bringing this load 
vertically over C, Prolong the side ED until it meets at Z>' a 
vertical from A^ \ similarly, project B^ vertically to R^ on the 
side QR. The equilibrium polygon for the new conditions is 
then D'E-L-R', with the closing side R^D^ . The ordinate 
y above the centre of the span A^B* measured 1.62 inches, 
which corresponds with a bending moment of 729 tons-feet, 
which is the required maximum moment at the middle of the 
girder. 

In this way, the maximum moments for any required num- 
ber of sections from the centre of the span to the left can be 
ascertained by trial, and a curve of maximum moments plotted 
for the given system of loads. This curve will be symmetrical 
about the centre of the span. In designing a girder or truss 
for a railway bridge, the specified load consists of one or two 
locomotives followed by a train whose weight per lineal foot is 
given. In such cases, a section of the train should be included 
among the loads of sufficient length to give an original equilib- 
rium polygon for a system of loads usually about 20 per cent 
longer than the span, so that the latter, when moved to ascer- 
tain the maximum moment at any section, shall not pass beyond 
the limits of the polygon. The section of train is considered as 
a uniform load, and the corresponding part of the equilibrium 
polygon is a parabolic curve. 
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The maximum bending moment produced at any section of 
a gpirder or truss by locomotive wheel loads, or by live loads in 
general, can be most readily ascertained by plotting a stress- 
curve for the moments as the load passes over the given section. 
The method of laying out this curve is described in Art io6. 

105. Determination of Live-load Stresses in Web Members by 
Stress Diagrams. The stresses in web members produced by 
a uniformly distributed live load covering the whole or a part 
of the span can be analyzed and, in part, determined by stress 
diagrams. The general method consists in drawing the stress 
diagram for a single live load, equal to that on one panel, 
applied at one of the outer panel-points in the loaded chord, as 
that next the left support ; and, from the stresses thus found, 
computing those produced by a similar single load applied suc- 
cessively at each of the other panel-points. By this computa- 
tion, the construction of a separate stress diagram for a load at 
each panel-point is avoided. 

In Arts. 98 and lOO, it was shown that the stresses in web 
members depend directly on the vertical shear ; when but one 
load is applied to the truss, the vertical shear to the left of the 
load is equal to the left reaction and that to the right has the 
same magnitude as the right reaction ; finally, if the load be 
moved from one panel-point to another, the new left reaction 
will be a multiple of the former one, and similarly with the 
right reaction although its multiple will differ. On these prin- 
ciples, the method of computation is based. 

Since the final stress produced in a given member by the 
aggregate load at a number of panel-points is the algebraic sum 
of the stresses due to the individual loads, the total tensile and 
total compressive stresses and the stress due to a uniform live 
load can be found by the method as above ; and the two former 
total stresses, when combined with the dead-load stress, give 
the range of stress in the member. 
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(a) Warren truss. Figure 117 gives the diagrams for a six- 
panel deck Warren truss, 96 feet span and 11.5 feet deep. 
The dead load per panel is 10.5 tons, one-third of which is con- 

W 




Fig. 117. 

sidered as applied on the lower chord. The live load is 1800 
pounds per lineal foot or 14.4 tons per panel. The diagrams 
represent a single live load at panel-point i. 

The stresses produced by this load and as measured from the 
diagram are given in tons in the second column of the follow- 
ing table : — 

Warren Truss 



Wbb Mem- 
ber 



BC 
CD 
DE 
EF 
FG 



Live Load at Panel-Point 



+ 14-5 
-14.5 

— 2.9 
+ 2.9 

— 2.9 
+ 2.9 



-I-II.6 
-11.6 
-I-11.6 
— 11.6 
- 5-8 
+ 5-8 



+ 8.7 
-8.7 



-1-5.8 +2.9 
— 5.8' — 2.9 

+ 8.7 +5.8! + 2.9 

-8.7 -5.8—2.9 

+ 8.7 

-8.7 



+ 5-8 
-5.8 



+ 2.9 
-2.9 



Live 


-LOAD 


Stress 






Uni- 


+ 




FORM 

Load 


43-5 





+ 43-5 





43-5 


-43-5 


29. 


2.9 


-f 26.1 


2.9 


29. 


-26.1 


17.4 


8.7 


+ 8.7 


8.7 


17.4 


- 8.7 



Dead- 
load 
Stress 



Range op Com- 
bined Stresses 



+34-1 


+ 34.f 


-29.7 


-29.7 


-I-21.2 


+ 183 


-17- 


— 14.1 


-f 8.4 


- 03 


- 4-2 


— 21.6 



+ 77-6 

-73-2 
+ 50.2 

—46. 

-^25.8 

+ 4-5 
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Those tabulated for loads at apexes 2y j, 4, and 5 are 
computed from these stresses. Thus, when the load is at 
panel-point i, R^=s^lV and I^^^l ^» when W is moved to 
panel-point 2, Ri=^ fFand ^2 ~ f ^- Therefore, in the latter 
case, the left reaction, the vertical shear to the left of the load, 
and the stresses in the diagonals to the left, are ^ of those in 
the former case, while, on the right of the load, the multiple 
is 2. Hence, with W at panel-point 2, the stress in either HB, 
BCf CD, or DE is ^ of that which existed in HB or BC when 
the load was at panel-point / ; similarly, the stress in any 
diagonal to the right of panel-point 2 is twice that which was 
present in any diagonal to the right of panel-point / when IV 
was at the latter panel-point. With the load at panel-point j, 
the multiples to left and right are f and 3, respectively ; simi- 
lar changes take place in the multiples as the load is trans- 
ferred to each succeeding panel-point. 

The stress diagram is constructed for only the members in 
the left half of the span, as the corresponding members in the 
right half will have the same stresses. The stress is compres- 
sive in the two diagonals which meet at the loaded panel-point, 
and is alternately tensile and compressive in succeeding diago- 
nals to the left and right. In any member, the stress which is 
produced by a uniform live load is the algebraic sum of the 
stresses tabulated for live loads at all of the panel-points from 
/ to 5. The range of stress in any member is found by adding 
algebraically the dead-load stress to the total tensile and total 
compressive stresses. 

The stresses due to dead load were obtained from a diagram 
similar to Fig. 107 (d), except that, as both chords are loaded 
in this case, the load-line overlaps as in Fig. 1 18 (c). Since the 
maximum chord stresses from the live load occur when the span 
is fully loaded, these stresses are found conveniently from a 
diagram for uniform live load similar to that for the dead load, 
except that the loads are applied on one chord only. 
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(*) Pratt truss. Figure Ii8 gives the diagrams for a five- 
panel through Pratt truss for a single-track railway bridge of 
125 feet span and 
a depth of 26 feet. 
The weights of the 
track, floor-system, 
and truss, forming 
the dead load, give 
a dead panel-load of 
10.85 tons, one-third 
of which is con- 
sidered as applied 
on the upper chord. 
The live load is 
taken as a uniform 
train load of 2000 
pounds per lineal 
foot of truss, or 25 
tons per panel. 

One or more of 
the panels at or ad- 
jacent to the middle 
of this truss are 
usually counter- 
braced, this bracing 
being required when 
there is a reversal of 
stress in a main di- 
agonal (Art 103). 
As such reversal 
cannot be shown to 
exist until the char- 
acter of the live-load stresses is ascertained, the usual method 
is, as in Fig. 118, to determine the stresses with all of the 
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diagonals inclined in one direction ; that is, with one-half of the 
truss having main diagonals only and the other half counter- 
ties. The substitution of the latter for a main diagonal of 
opposite inclination does not change the magnitude of the 
diagonal stress in a given panel ; it simply alters its character 
from compressive to tensile. 

In Fig. 1 1 8, the truss diagram and stress diagram {a) show 
the magnitude and character of the stresses produced by a 
single live load at panel-point / ; diagram {6) gives the stresses 
due to a single load at panel-point 4. The stresses from loads 
at the succeeding panel-points, as computed by the method of 
multiples employed with the Warren truss, are given in tons in 
the first of the two tables which follow. This computation 
could be made wholly from diagram (a), with one exception. 
As shown by diagram (a) and by Fig. 109, the stress in the end 

Pratt Truss: All Diagonals inclined in the Same Direction 





Live Load at PANSLrPOiNT 


Live-load 


Stress 


Dead- 

1.0 ad 

Stress 


Range op 

CnMRINKLl 


Mkmbrr 


/ 


2 


s 


4 


+ 


— 


Uniform 
Load 


Stresses 




End Posts 


AB . . 
/i^A . . 


-27.5 
— 6.9 


— 20.7 —13.8 

— 13.8 -20.7 


— 6.9 
-27.5 






68.9 
68.9 


-68.9 
-68.9 


-30. 
-30. 


-30. 
-30. 


-98.9 
-98.9 




DiACONi 


\Ls, Main and 


Counter 


C£> . . 

EF . . 


- 69 

— 6.9 

— 6.9 


+ 20.7 
- 13.8 
-138 


+ 13-8 

+ 13-8 
— 20.7 


+ 6.9 
+ 6.9 
+ 6.9 


41.4 
20.7 
6.9 


6.9 
20.7 
41.4 


+ 34.5 


-34-5 


+ 15. 


-'5- 


+ 8.1 

— 20.7 

- 8.1 


+ 56.4 
+ 20.7 
-56.4 




Verticals 


BC . . 
DE . . 
FG . . 


+ 25. 

+ 5- 
+ 5- 
+ 5- 



-1- 10. 
+ 10. 
+ 10. 



— 10. 

+ 15. 
+ 15. 




- 5- 

- 5- 
+ 20. 


25. 
15- 

SO- 


1 


15- 

5- 



+ 25. 

+ 25. 
+ 50. 


+ 7- 
- 3.5 
+ 7. 
+ 17.5 


+ 7. 
-18.5 

+ 2. 
+ 17-5 


+ 32. 
+ 11. 5 

+ 37. 
+ 67.5 
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vertical BC is equal to the load at panel-point / ; if there be no 
load at that panel-point, as in {b\ the live-load stress in this 
member is always zero. This is due to the fact that, when the 
only loads are at or to the right of panel-point 2, the vertical 
shears in the first and second panels are the same, and, as the 
diagonal CD and the end post AB have stresses opposite in 
character, the vertical components of these stresses neutralize 
each other at panel-point ^, so that there can be no stress in BC, 
It will be seen that (Arts. 98, 100, 102) the stress due to any 
single live load is tensile in the diagonals to the left of the load 
and compressive in those to the right, while, on the contrary, 
compression is produced in verticals to the left and tension in 
those at, and to the right of, the loaded panel-point. 

Diagram (c) gives the dead-load stresses ; this diagram is also 
constructed on the assumption that all diagonals are inclined in 
the same way. There is no dead-load stress in the member EF^ 
since the vertical shear is zero in the middle panel. The 
stresses due to a uniform live load and the range of stresses are 
found as before. 

The first table is of service only in analyzing the stresses in 
the members when the diagonals are arranged as in the upper 
truss diagram. Fig. 118. This analysis makes it possible, how- 
ever, to deduce the stresses which will exist when the members 
are assembled as in diagram (rf), so that no diagonal, main or 
counter, shall be in compression under dead load or combined 
dead and live loads, the diagonals of this truss being built to 
withstand tension only. These final stresses are given in the 
table on p. 213, the dead-load stresses being those which conform 
with diagram {d). 

Referring to the first table, it will be seen that it gives the 
final stresses in the end posts and also in the main diagonal CD, 
since the range of the latter should lie wholly in tension and 
that of the end posts in compression. The counter GH, how- 
ever, in the panel corresponding with CZ), is in compression 
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and must be replaced by the main tie GH\ whose stresses will 
be the same as those in CD but will occur in inverse order. In 

Pratt Truss: Final Stresses 





LiVB Load at Panel-point 


Live-load Stresses 


Dead- 
load 
Stress 


Range 


OF Com- 


Mbmbbr 


/ 


2 


3 


4 


+ 


— 


Uniform 
Load 


bined Stresses 




End Posts 


AB . . 
KA . . 


-27.5 
— 6.9 


— 20.7 
-13.8 


-138 
— 20.7 


— 6.9 
-27.5 






68.9 
68.9 


-68.9 
-68.9 


-30- 
-30- 


-30. 
-30- 


-98.9 
-989 




Diagonals, Main and Counter 


CD . . 

EEf . . 
EF . . 
GH^ . . 


— 6.9 
+ 6.9 


+ 6.9 


+ 20.7 

+ 13-8 


+ 138 


+ 13-8 


+ 13-8 
+ 20.7 


+ 6.9 


+ 6.9 
— 6.9 


41.4 
20.7 
20.7 
41.4 


6.9 


6.9 


+ 34 5 



+ 34.5 


+ 15. 




+ 15. 1 


+ 8.1 




+ 8.1 


+ 56.4 
+ 20.7 

+ 20.7 
+ 56.4 




Verticals 


BC . . 
DE . . 
EG . . 


+ 25. 


- 5- 






-10. 





-10. 








- 5- 


+ 25. 


25- 




25- 



'5- 




+ 25. 




+ 25. 


+ 7- 

- 3-5 

- 3-5 

+ 7. 


+ 7. 

- 3-5 

- 3-5 
+ 7. 


+ 32. 
-18.5 

-18.5 
+ 32. 



the middle panel, the vertical shear is zero under dead load or 
uniform live load and hence the stress in the diagonal EFis 
also zero. Further, the data show that this diagonal is subjected 
to reversal of stress ; therefore, the counter EE^ should be fitted 
in addition, as in (^), and will then take the stress, which in it 
will be tensile, when one or both of the panel-points / and 2 are 
loaded, while the tie EF "wiW be strained by the loads at panel- 
points 3 and 4, neither diagonal being under stress with other 
locations of the load. 

With regard to the verticals: the essential condition for the 
adoption of any of the stresses in the first table as final is that 
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the diagonals, main or counter, which transmitted them shall be 
working also when the final stresses are produced. This con- 
dition holds for the vertical BC^ whose stresses are governed 
by the position of the load and by the members AB and CD 
which remain unchanged. The stresses given for the corre- 
sponding vertical HK^ finally H^K^ are, however, affected by the 
fact that the counter GH has been replaced by the main tie 
GH\ the true stresses of which, as given in the final table, are 
evidently those of BC in reverse order. 

The insertion of the tie EE in the middle panel affects the 
tentative stresses given for the vertical DE with a load at panel- 
point I or 2, since EE is then working in place of EF\ with a 
load at panel-point j or 4, ^-Fis in action as originally, and the 
stresses tabulated are final. The true stress in DE for a load at 
panel-point i or 2 may be determined from the principle that, 
when a main tie, as CD, is working on one side of the vertical and 
a counter-tie, as EE\ is acting on the other, the live-load stress 
in the vertical is zero. Thus, the live load per panel is, in this 
case, 25 tons. With this load at panel-point i, the vertical shear 
in the second and third panels is 5 tons, which is the vertical com- 
ponent of the stress in CD and also of that in EE'. The stress 
in the latter is tensile and in the former compressive. Hence, 
at panel-point 2, where the lines of action of these stresses 
meet, these two components neutralize each other, and the 
stress in DE is zero. Similarly, with a load at panel-point 2, the 
shear in the second panel is 15 tons and that in the third is 10 
tons, and the stresses in CD and EE' are both tensile. There 
are then vertical upward components of 10 and 15 tons and 
a downward load of 25 tons acting at panel-point 2. Hence, 
again, the stress in DE is zero. 

As to the vertical FG, it will be seen that the stresses tabu- 
lated for it will not serve for the changed conditions produced 
by the insertion of the tie EE' and the substitution of the main 
diagonal (?//"' for the counter GH. The true stresses are mani- 
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festly those of DE in inverse order. In both of the verticals 
DE and FG, the stress due to uniform live load is zero and not 
the algebraic sum of the individual stresses tabulated. This 
may be shown analytically by the method employed in comput- 
ing the stresses in DE. 

As with the Warren truss, the maximum chord stresses due to 
live load are found from the stress diagram for a uniform live load. 



106. Determlnatloa of Live-load Stresses due to Locomotive 
Wheel Loads. The graphic analysis of the live-load stresses 
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resulting from a series of unequal and unequally spaced con- 
centrated loads, such as are applied when a locomotive crosses 
a bridge, can only be made by the use of the force and 
equilibrium polygons. 

Thus, Fig. 119, consider the Pratt truss, through span, for a 
single-track railway bridge. The length of the truss, from 
centre to centre of end pins, is 125 feet; number of panels, 
five ; depth, from centre to centre of chords, 26 feet. The 
assumed live load for the bridge is two 125-ton locomotives, 
coupled, followed by a train weighing 4000 pounds per lineal 
foot. One-half of this load is carried by each of the two 
trusses forming the sides of the bridge. The amounts and 
spacing of the wheel loads aggregating 62.5 tons, or half of the 
weight of each locomotive, are as given in Art. 104 and Fig. 
116; the train weight is one ton per lineal foot of truss. The 
linear scale used for the truss diagram and the equilibrium 
polygon should not be over 10 feet to an inch and the force 
scale for the force polygon, 20 tons (2000 pounds) per inch. 
For convenience, the pole-distance should be a multiple of the 
depth of the truss; in the polygon Okm^ it is 52 feet, or twice 
this depth. 

{a) Chord Stresses, Draw the truss diagram A-L with its 
diagonals all inclined one way, and the force polygon 0km for 
the weights of the two locomotives and a length, say 60 feet, of 
train. On the horizontal line MN^ lay off the same loads with 
the line of action of that on the first driver coinciding with the 
first vertical BC prolonged. Construct the equilibrium poly- 
gon n-d'-k\ the portion corresponding with the train weight 
being a parabola tangent to the side b^p prolonged and 
to the line k^q drawn parallel to the ray Om of the force poly- 
gon. The two tangents meet at the point q on the median line 
qq^ of the train load. 

Draw the horizontal line ah and drop verticals through it 
from the panel-points with additional verticals at the mid- 
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point of each panel, in order to obtain a sufficient number of 
intersections to plot the stress curves. At the intersections 
of the verticals with the line ah^ lay off a-a^ b-b, etc., each 
equal to the span ; prolong the side d'n to a! and the tan- 
gent qk^ to h!. Vertically below aa^ bb^ etc., draw the corre- 
sponding closing lines a!a\ Vb\ etc. Then (Art. 104), the equi- 
librium polygon d h^J corresponds with the position aa of the 
span, as if the latter had been moved to the left by the distance 
of half a panel, the loads remaining stationary. The series of 
such polygons, from a!h^a^ to h}ph\ therefore, represents, for 
half-panel intervals, the effect of the loads as they pass over 
the bridge from right to left. 

To determine the chord stresses, the maximum bending 
moment must be found at panel-points j, 2, and 3, or from the 
left extremity of the truss to and through the middle panel. 
The intersection with a closing line of the second vertical to 
the right of the left end of that line will be vertically under the 
panel-point i for that position of the span, and the ordinate 
included between this intersection and the lower boundary of 
the equilibrium polygon will be the measure of the bending 
moment at that panel-point for that position of the span. 
Hence, if these intersections, for all of the closing lines, be 
connected by a free stress curve^ as /'-/' for panel-point /, this 
curve will form the upper boundary of all of the bending- 
moment ordinates under panel-point /, during the passage of the 
loads through the distance covered by the series of equilibrium 
polygons. The maximum ordinate is found by measurement 
between the curve and the lower boundary of the polygon ; it 
will lie on the line of action of one of the loads, being, for 
panel-point j, on that of the second driver of the second loco- 
motive; /.<?., when this driver passes over panel-point j, the 
maximum bending moment at that point occurs. Similarly, the 
intersections with the closing lines of the fourth vertical to 
the right of the left end of each line give the stress curve 
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2'-2' for panel-point 2; and those of the sixth vertical, the 
curve 3^^3^ for panel-point j. The maximum ordinates in the 
two cases are, respectively, on the lines of action of the third 
and second drivers of the second locomotive. 

The actual length in inches of the maximum ordinate, multi- 
plied by the linear scale, gives the length of the ordinate in 
feet ; and the product of this length by the pole-distance (meas- 
ured in tons by the force-scale) is the bending moment in tons- 
feet. The quotient resulting from the division of this moment by 
the depth of the truss in feet (Art. 96) is the required chord stress. 
It will be observed that the chord stress found from the bending 
moment at panel-point i is the stress in the members BL and 
CL^ as was shown previously in Fig. 109; that the chord stress 
determined from the moment at point 2 is that in members AD 
and EL (Art. lOi b)\ and, similarly, that the stress in -^-Fand 
GL is due to the moment at panel-point j. 

(^) Stresses in Diagonals. Using the method given in Art. 
102, draw a new force polygon with the pole O* at the height 
of the beginning of the load-line and at a horizontal distance 
O'k equal, on the linear scale, to the span. Construct the cor- 
responding equilibrium polygon rst with rn produced to u. 
Then (Art. 102), if the span be so located on the line ru that it 
shall include a part or all of the loads, beginning with the first 
load to the left, the ordinate included between ru and the poly- 
gon rst above the panel-point 5 will be equal to the left reaction, 
when measured by the force-scale. 

Thus, placing panel-point i at z</ on the line of action of the 
first driver, panel-point 5 falls at 5 ^ and the ordinate s — $ a 
is equal to the left reaction, and therefore to the vertical shear 
in the first panel. The length of the diagonal sx drawn at the 
same angle as AB then represents, on the force-scale, the stress 
in the end post A By since the vertical component of the stress in 
a diagonal member is equal to the vertical shear in the panel in 
which that diagonal is located. 
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While the load on the first pilot falls at r between panel-point 
I and the left support, the shear in the first panel is still equal 
to the left reaction since this load is transferred by the stringers 
of the floor-system partly to the left support and partly to panel- 
point J, and it does not act at r, but at these points. As every 
panel-point from i to the right abutment is loaded, the shear in the 
first panel and the stress in AB are maxima for this series of loads. 

The stresses in the remaining diagonals are determined simi- 
larly, with one exception. If panel-point 2 be placed at w, 
panel-point 5 will be located at 5 by and the left reaction will 
be equal to the ordinate above 5 b ; but the load at r on the first 
pilot now lies in the second panel, and the shear in that panel 
will be equal to the left reaction, minus the portion of this load 
which is transferred by the stringers to panel-point i. The 
load is 17 feet from this point, and the panel is 25 feet long; 
therefore, point i supports -^^ of the 3.5-ton load on the pilot. 
Deducting this amount, or 1.12 tons, from th^ ordinate, the 
remaining vertical y—^b then represents the shear in the sec- 
ond panel. The same deduction must be made when panel- 
points J and 4 are located at w. 

The shears found from the polygon rst are those produced 
when the segment of the span to the right of the given panel 
is loaded. The shears due to a load on the left may be found 
from the principle that in two corresponding panels, as the second 
and fourth, the shear caused in one panel, when the segment to 
the right is loaded, is equal in intensity but opposite in sign to 
that in the other, when the load covers the segment to the left of it. 

(r) Stresses in Verticals, The stresses in the vertical members 
are, in general, equal to the vertical shear in the panel to the 
right as given by the polygon rj/, since (Art. 100) in that panel 
the diagonal is located which meets the vertical at the unloaded 
chord. This applies to all verticals except BC which, as ex- 
plained previously (Art. 94 c\ has always a stress equal to the 
load at panel-point i. 
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The maximum stress in BC will be produced when the first 
and second panels carry the greatest possible load. This load 
is evidently the half- weight, 62.5 tons, of one locomotive, since 
that weight covers only a distance of 48 feet, while the train 
weight would be one ton per foot, or but 50 tons for the two 
panels. If the locomotive be located in the first and second 
panels, its weight will be divided by the floor stringers between 
panel-points o, i, and 2, thus constituting a system of parallel 
forces consisting of the nine loads and the three reactions. To 
find the maximum reaction at panel-point /, construct force and 
equilibrium polygons for the loads and determine the centre of 
gravity (Art. 28) of the latter ; locate panel-point i at this centre 
of gravity and ascertain the reaction at that point ; finally, deter- 
mine this reaction when the span is so moved as to bring the 
drivers successively under the panel-point, modifying the equi- 
librium polygon to suit these conditions. The greatest of these 
reactions will be the maximum possible stress in BC, 

(d) Results, The results, as determined by the foregoing 
methods, are given in the two tables which follow, the dead- 
load stresses being those ascertained previously in Art 105 b. 
In practice, the total stresses as tabulated would be increased 
for impact by an amount averaging about 75 per cent of that 
found for live load. It will be seen that, as was shown in Art. 
105, the middle panel of this truss should be counter-braced, 
since a reversal of stress occurs in the diagonal. 

Chords and Verticals 
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-31- 
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-77.2 
-77.2 

+ 53-9 

+ 77.2 
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- 108.2 
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+ 108.2 
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~ 20. 

+ 1.3 
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Diagonals 
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Right 


Left 




AB 

CD 

EF 

GH 


-30. 

+ 15- 


-IS- 


t78. 

4-45-8 
+ 22.9 

+ 7-9 




- 7.9 

— 22.9 

-15- 


-30- 

+ 7.1 
-22.9 

- 7.1 


-108. 
+ 60.8 
+ 22,9 

- 30- 



107. Trusses with Inclined Chords. In the analysis of the 
stresses in trusses with broken chords, recourse must be had 
mainly to the method of sections (Art. 82 b) and the force poly- 
gon. The equilibrium polygon still serves in finding the maxi- 
mum moment (Art. 104) at any given panel-point; but this 
moment is that in a section parallel to the lines of action of the 
loads (Art. 41), and when it is divided by the depth of the truss 
(Art. 96), the quotient is the horizontal component of the stress 
in an inclined member of the chord, and not the actual stress. 
Again, while the diagram for maximum shears (Fig. 114^) may 
be used to determine the left reaction, it does not give, as in 
trusses with parallel chords, the maximum stresses in web mem- 
bers, since the shear is now resisted both by the latter and the 
inclined members of the chords. When the maximum moment 
is employed in any given case, it should be that at the centre of 
moments^ /.^., the panel-point at which a diagonal and one chord 

member intersect. 

{a) Chord Stresses, In Fig. 120(a), assume that the truss is 
cut on the section ab^ indefinitely near, to the left of, and parallel 
to, the vertical 2-5, and that the stresses in the three severed 
members are replaced by the external forces, S, S^, and S^- 
The vertical shear is, by definition, the resultant of all of the 
forces to the left of the section considered. Hence, the exter- 
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nal forces acting on the left segment of the truss will be the 
shear V in the second panel and the applied forces 5, Sj, and 
S^. If there were no loads to the left of the section ab^ f^ would 
correspond with a force equal to the left reaction, R^^ and acting 
at the left support. In this case, as the maximum chord stress 





Si b 




<d) 



is desired, the span is fully loaded and V corresponds with the 
resultant r, Fig. $8, acting at the distance / from the section 
MN in that figure. 

In Fig. I20 {a\ let 4 be the distance of the line of action of V 
from panel-point 2, d^ be the depth of the truss at that point, 
s the perpendicular distance from that point to the member 5-<J, 
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and 6 the angle included between s and d^. Taking moments 
about the point 2 : 

Fx 4 — 5i X J = o, 

^1 = Vijs = VI Jd^ cos 0. 

But as shown above, Vl^ corresponds with rl in Fig. 58, and 

hence is equal to the bending moment M^ at panel-point 2, 

Therefore : 

5i = M^/d^ cos 0. 

Assume now that the section ab is taken at a point indefinitely 
near and to the right of the vertical ih5, where the depth of the 
truss is dy V will then have the same magnitude, but will act 
at the distance ly Taking moments about the point 6 : 

Vy. /i — ^2 x^=o, 
S^^VlJd^^MJd^, 

in which J/^ is the bending moment at panel-point i. 

{b) Stresses in Diagonals, In Fig. 120 (^), take the section 
ab at the middle of the second panel, and apply the external 
forces 5, •S'l, and S^y as before. The maximum stress in the 
diagonal 2-6 will occur when the load covers only the right and 
larger segment of the span. Hence, Fwill correspond with R^ 
acting at the left support Prolong the chord members 1-2 and 
$-6 until they intersect at the centre of moments C, Let x be 
the perpendicular distance from C to the diagonal 2-6 prolonged. 
Taking moments about C\ 

S x;r— Fx/=o, 

S^Vllx. 

{c) Stresses in Verticals. In Fig. 120 (^), let the conditions 
as to the loads and as to V and C be the same as in {b\ Take 
the diagonal section ce cutting the vertical 2-5 and the upper 
and lower chords, and apply the external forces S^, S^y and S^, 
Taking moments about C\ 

^8 X /g — F x / = o, 

58=f7//8. 
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{d) Application of Force Polygon, In diagram {b\ the segment 
of the truss is in equilibrium under the action of the forces K, 
5, i\, and Sj. The lines of action of Fand ^i intersect at the 
point 7 ; similarly, the lines of action of 5* and S^ meet at point 2. 
In the force polygon {d\ resolve Von the lines y>& and gk^ paral- 
lel to Si and 7-2, respectively ; and from g and k, lay off gh^ 
parallel to S^, and kh parallel to S. The polygon is th^nfghk/^ 
and, from it, the magnitudes and character of the stresses in the 
members can be determined. 

108. Plate Girders. The plate girder, as shown in vertical 
transverse section in Fig. 121, consists essentially of a vertical 

web plate, «/, to the top and bottom of which 
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^"fcJI M iB"< horizontal angles, a, are riveted in pairs, the 
W-i web and angles extending the full length of the 

girder. To these may be added, at top and 
bottom, a cover-plate,- ^, of partial or full length, 
and, if required, one or more additional plates, 
c\ covering the section in which the magnitude 
of the bending moment makes necessary the 
lu. 121. greater flange-area. These plates are all of the 

same width, which is that of the girder. The parts are joined 
by rivets passing through web and angles, and through angles 
and cover-plates when the latter are used. Vertical angles, 
riveted to the ends of the girder, transfer the load to the sup- 
ports, and, to prevent buckling, additional vertical angles, or 
** stiffeners," are attached to the web at intervals. The effective 
depth of the girder may be taken as that of the web-plate. To 
avoid excessive deflection, this depth should be at least one- 
twentieth to one-sixteenth of the span. 

The external forces acting on the girder are the loads and the 
reactions at the supports. These are transmitted directly to the 
web by the vertical angles riveted to the latter at the supports 
and under concentrated loads (if stationary), and by the rivets 
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of the upper or compression flange. The vertical shear pro- 
duced in the web by the loads acts upon the rivets of both 
flanges with a leverage equal to the pitch of the rivets, and thus 
develops bending stress in the flanges. Since the parts are so 
bound together that the girder bends as a whole, bending stress, 
in addition to shear, acts in the web. Two methods of design 
are used : either (a), to assume that the web is subjected to 
vertical shear only and to proportion the flanges for the full 
bending stress ; or, (^), to allow for the resistance to bending of 
the web, and design the flange-area for the remainder of the load. 

(a) Let A be the sectional area of the angles and cover-plates 
forming one flange at any given point in the girder, 5 the mean 
unit working stress over that area, and // the depth of the web. 
Then, A x S \s the total load or horizontal bending stress on 
the flange, and AS x hji is the resisting moment of this stress 
about the neutral axis of the girder. Assuming A and 5 as the 
same for both flanges and neglecting the bending stress in the 
web^ the external bending moment at the given point is equal 
to the resisting moment of the girder at that point, or : 

M^2{A^S'hl2)^ASh. 
Flange-stress = AS = Af/h, 
Flange-area = A = M/hS, 

(b) The web section is that of a rectangular beam of depth A, 
and breadth equal to the thickness /. Hence, its resistance to 
bending is 5 • th'^/6. To allow for the reduced section due to 
vertical rows of rivet-holes, the 6 is replaced by 8. Then, con- 
sidering the resistance of the web to bending stress : 

M=h'S{A + t'h/^y 
Flange-stress = AS = M/h - Sth/S. 
Flange-area —A — M/Sh — ////S. 

The flange-area, as found above, serves for the compression 
flange which is assumed as not weakened by the rivet-holes, 
since the rivets should about fill the latter. The resistance of 
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plates and angles in the tension flange is that of their net sec- 
tion, after deduction for rivet-holes. The larger gross area 
required in this flange is obtained by thickening one of the 
cover-plates, or by calculating for the tension flange and making 
the gross areas of both flanges the same. The maximum bend- 
ing moment at any given point of the girder should be equal to 
the sum of the resisting moments of the angles and cover-plates. 
Under stationary loads, uniform or concentrated, the girder 
may be treated as a simple beam in finding the shears and 
moments. When used in a bridge, the girders lie longitudinally 
and are equal in length to the span; they are connected by 
transverse cross-frames and diagonal lateral bracing. The 
analysis of the stresses in a plate girder bridge, under locomo- 
tive wheel loads, follows the same general method as that given 
for the Pratt truss in Art. io6, equidistant verticals being drawn 
which, for purposes of analysis, divide the left half of the girder 
into panels like those of the truss. From a similar series of 
equilibrium polygons, the stress curves are constructed, giving 
the maximum moments at these assumed panel-points ; and, as 
with the truss, the vertical shear at the various sections is found 
from the polygon for maximum live-load shear. The flange 
stresses, as determined from the moments, are laid off as ordi- 
nates above an axis, equal in length to the girder and divided 
similarly, and the curve of live-load flange stress is drawn through 
the points thus plotted ; a similar curve for the stresses due to 
dead load is laid out below the axis. The length of the ordinate 
included between the two curves at any point gives the total 
flange stress at that section. 

PROBLEMS 

84. A combination (wood and iron) Howe truss, through span, single 
track, railway bridge is of T] feet span ; number of panels, 7 ; depth, 25 feet; 
weight of bridge, 130,300 pounds; train-load, 4000 pounds per lineal foot. 
Find the maximum stresses in the members, considering the dead load as 
applied wholly on the loaded chord. 
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85. Let the double-intersection, deck Warren truss, Fig. 107 (C), have a 
span of 72 feet and a depth of 10 feet. The dead load per truss is 450 pounds 
per lineal foot and the uniform live load b 2000 pounds per lineal foot. 
Find the maximum stresses in the members, considering the dead load as 
applied wholly on the loaded chord. 

86. Let Fig. 1 10 {A) represent the bowstring truss of a highway bridge 
of 45 feet span, 20 feet width in the clear, and 6 feet deep in the middle. 
Find dead load by approximate formula, and consider it as applied wholly 
on the loaded chord. Assume a maximum live load of 100 pounds per square 
foot of floor surface. Determine the maximum stresses in the members. 

87. A single-track, deck, plate girder bridge is of 70 feet span ; effective 
depth, 6.5 feet. A 125-ton locomotive, followed by a train weighing 4000 
pounds per lineal foot, passes over the bridge. The locomotive wheel loads 
are those given in Art. 106. Neglecting dead load, find the maximum flange 
stresses and vertical shears at sections 5 feet apart from the middle to the 
left support. 

88. Show that, as a uniform live load crosses a bridge, the curve of shears 
for the head of the load is a parabola. 

89. In Fig. 113, assume a concentrated load as moving to the left from 
panel-point 5 to panel-point 3. Find the position of the load which will 
cause the maximum stress in the diagonal CD. 

90. Show that the live load will produce the maximum shear in a given 

panel when : 

P = ^V/n, 

in which P is the live load on the panel, IV is the total live load on the truss, 
and n is the number of panels. 

91. Show that the live load will produce the maximum moment at any 
given section of the truss when : 

p'=ivr//, 

in which IV is the total load on the truss, P' is the load to the left of the 
section, / is the span, and /' is the distance from the section to the left 
support. 

92. Let «/= dead load per panel and a/ = 5 «; = uniform live load per 
panel on a 7-panel truss. Which panel or panels require counter-bracing ? 

93. What is the minimum stress in a vertical forming one side of a 
counter-braced panel in a Howe truss ? In a Pratt truss ? What position 
of the live load produces this minimum stress in a vertical not thus adjacent 
to a counter-braced panel in these trusses ? 



CHAPTER X 

THE GRAPHICS OF FRICTION 

In any machine, the force applied to the first or driving 
member acts — through the transfer of motion from one mem- 
ber to another of the train of mechanism — either wholly in 
overcoming the internal resistance of the machine and that met 
by the final or driven member in doing useful work, or partly 
in this and partly in storing energy in an intervening member, 
as a fly-wheel. Since energy thus absorbed in acceleration will 
be fully restored in retardation, this action may be disregarded 
and uniform motion assumed. 

Under the latter assumption, the total work of any machine, 
in a given time, is that done by the driving force in the distance 
through which it acts ; the useful work is that expended in over- 
coming the resistance met by the final or driven member in the 
space through which it moves during this period; and the 
difference between the two is the lost work, or that which is 
required to overcome the resistance to motion of the mechanism 
itself. 

This loss of work is due to three causes : the resistance of 

the medium, as the air, in which the machine operates; the 

friction from the relative motion of surfaces of the mechanism 

in contact and under pressure ; and, in machines not properly 

constructed, the work absorbed in the permanent distortion of 

their parts, owing to the lack of strength or elasticity of the 

latter. The first of these losses is negligible and the last is 

never present in well-designed machines, so that friction may 

be considered as virtually the sole cause of lost work in mechan- 

228 
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ism. In the articles which follow, its action in reducing the 
efficiency of machine elements will be investigated. 

109. Efficiency of Mechanism. The efficiency of a machine is 
the ratio between its useful and total work. Thus, if P be the 
driving force and s the space through which it acts in a given 
time, the total work will be P x i*. If, during this period, 6^ be 
the resistance of the final or driven member in doing useful 
work and s^ be the distance through which this resistance is 
overcome, the useful work, under the assumption of uniform 
motion as above, will be 6^ x s\ Then, the efficiency : 

£•= U's'/P'S, 

a ratio which is always less than unity, while, if the mechanism 
were f rictionless, U • j' would be equal to P - s and E would be 
unity. This ratio, being expressed in quantities of work, gives 
the average efficiency during the period considered. 

Again, the efficiency may be expressed as the ratio between 
the magnitudes of the useful and the total amounts of effort 
exerted at a given instant, and for the relative positions of the 
parts at that instant. Thus, if P represent the total force as 
before, and Pq be the force, acting through the same space as 
P, which would be required to do the useful work, then : 

E = P^.s/P-s = PJP, 

which is the efficiency at the given instant. 

In determining the efficiency of a machine which is composed, 
as is usual, of a number of elementary mechanisms, the princi- 
ple to be observed is that the force required to overcome the 
resistance of the final elementary mechanism constitutes the 
resistance of the elementary mechanism immediately preceding, 
so that the efficiency of the whole machine is the product of the 
efficiencies of all its elementary mechanisms. 

The counter-efficiency y as used by Rankine, is the reciprocal of 
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the efficiency, and hence, as the relation between the total and 
the useful work or effort, gives the ratio in which the former 
must exceed the latter. 

110. Friction. The sliding friction of solids is the resistance 
to relative motion when their surfaces are in contact and under 
pressure. If the parts thus in contact were perfectly smooth 
and hard, friction would not exist, since it is caused by the inter- 
locking of surfaces which, although they may appear to be 
smooth, are in reality minutely rough and uneven. Hence, to 
secure motion, these projections must be disengaged and over- 
ridden, an operation requiring the expenditure of mechanical 
work. The investigation of friction is complicated by other 
factors which may enter into the total resistance to motion, 
such as adhesion at low pressures and with lubricated surfaces, 
the viscosity of the lubricant, and abrasion at unduly high 
pressures in machinery. The total resistance, when any of these 
factors enter, is not purely frictional. 

Sliding friction is the friction of plane surfaces ; the friction 
of screw-threads and journals is a modified form of this action. 
Rolling friction (Art. 125) is the friction of a curved body, as 
a sphere or cylinder, when rolled on a plane surface or one of 
different curvature. The force of friction, in this case, acts 
along the common tangent of the two surfaces. Theoretically, 
contact occurs only on a point or a line; practically, as the 
materials used in engineering constructions are all more or less 
elastic, there is a surface of contact. Hence, rolling friction is 
identical in cause with sliding friction, but the resistance due to 
it is so small that it is usually negligible in machine design. 

Friction has been further differentiated as the friction of rest 
and the friction of motion. The former of these is evidently 
the greater of the two, since, while at rest, the harder body has 
opportunity to indent the softer and embed itself therein. As 
the slightest jar will nullify this action, and as, in machinery. 
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the resistances of surfaces often moving at high velocity con- 
stitute virtually all of the problems in friction requiring investi- 
gation, only the friction of motion will be considered herein, 
except with regard to belt-gearing. 

111. Laws of Sliding Friction. These laws are far from 
being well established. The force of friction which opposes the 
relative motion of two surfaces acts along their common tangent, 
and if the normal pressure and the velocity be low and the sur- 
faces be dry or but slightly lubricated, the force of friction is, in 
general, taken as : 

in which N is the total pressure normal to the surfaces in con- 
tact and f is the coefficient of friction which is assumed to have 
a constant value for the same materials and conditions of the 
surfaces. This assumption implies that the force of friction is 
independent of the velocity of the surfaces, the area of contact, 
and the pressure per square inch. 

Except under the limitations noted, these assumptions repre- 
sent in no sense the conditions of practice. Kennedy * says : 

"Engineers, however, have seldom to do with unlubricated rubbing sur- 
feces, and they have to deal with surfaces moving often with very high ve- 
locities and under very great and frequently varying pressures. Under these 
conditions, the * laws ' of friction, as they have just been stated, not only do 
not hold exactly true, but foil even to represent approximately the more com- 
plex phenomena with which engineers have to deal. At many speeds and 
loads which are of daily occurrence in machinery, velocity and intensity of 
pressure (pressure per unit of surface) have an enormous effect on the friction, 
and not only these but the temperature of the surfaces and the nature of the 
lubricant. The nature of the rubbing contact also, whether continuously in 
one sense, or continually reversed, whether the surfaces be flat as in a guide, 
or cylindrical as in a bearing, whether contact exists throughout a surface or 
only along a line, greatly affect the friction. The actual materials of which 
the surfaces consist forms only one out of an immense number of conditions 

• " Mechanics of Machinery," London, 1898, p. 569. 
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which determine friction under a given load. . . . We may, therefore, write 
F/JV=f, the friction-factor (or coefficient of friction), so that we still have : 

but with the condition that /* is a quantity whose value has to be separately 
considered for each set of conditions/^ 



112. Coefficient of Friction. While the value of the coefficient 
of friction /requires independent determination for every alter- 
ation in the conditions governing the friction of surfaces in 
contact and moving relatively, it still may be taken as a factor 
by which the total normal pressure N on the con tact- surfaces 
must be multiplied to obtain the force of friction F. 

In Fig. 122, let AB and AC represent planes hinged at A and 
supporting a body D of weight W. Keeping -^ C horizontal, let 

B be raised until the limiting condition for 
equilibrium of the body D is attained, /.^., 
until, with any further elevation of B, the 
body will slide downward. Let the angle 
BAC=<f>, Resolve W^ into components 
DE and EG, perpendicular and parallel, 
respectively, to the surface AB, The 
force of friction F is produced by the 
former of tljese components which is the total normal pressure 
N on the contact-surfaces, and is equal in magnitude and op- 
posed in direction to the latter. Hence: 

F=/Wcos <f> = f^sin <f> and/= tan <f>. 

The angle <f> is known as the friction angle or angle of repose; 
as has been stated, its size differs with every change in the con- 
ditions governing the friction of the surfaces under considera- 
tion. General, but arbitrary values of the coefficient f which 
may be assumed in graphical problems are : for sliding friction 
of moderately lubricated surfaces, o.i6; for screw- and tooth- 
friction, o.i; for chain-friction, o.2. 
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113. Friction of Horizontal Plane Surfaces; Cone of Resistance. 
Let Fig. 123 represent a body of weight fF' resting on a hori- 
zontal plane AB. While no force acts 
but that of gravity, the body will be held 
in equilibrium by the weight W, acting 
from the centre of gravity O, and by the 
reaction i? = 7Vof the plane A B. This 
reaction is equal to and opposed to W, 
has the same line of action, is normal to 
the contact-surfaces, and is the resultant of ^^g. 123. 

the infinite number of infinitely small reactions from that surface. 

Assume now a force P= F 3s applied. The magnitude of 
this force is such that, with any increase, it will cause motion 
to the left, the limiting condition of equilibrium having been 
reached; it therefore is opposed by the full force of friction F, 
The body is now in equilibrium under the action of the forces, 
JV, R, Pf and F. The resultant of R and F is the virtual reac- 
tion^ /l' = COy making the angle of friction, ^, with the line of 
action of R. Since equilibrium prevails, Wy R\ and P meet at 
a common point O. For motion to the right, similar but re- 
versed conditions exist, as shown by dotted lines. In either 
case, the supporting plane AB^ the normal reaction R, and the 
force of friction F may be replaced by the virtual reaction R\ 
making the angle of friction with the normal to the contact- 
surfaces, and in such a direction that its component parallel to 
those surfaces will oppose their relative motion. 

It will be seen that the limiting condition for equilibrium, 
with regard to motion in any direction, is that the virtual reac- 
tion shall lie on the surface of the cone described by the revolu- 
tion of the triangle OCD about the normal OD, This is the 
cone of resistance or ^t friction-cone. When the force P is less 
than Fy R* falls within the surface of the cone and there will be 
no motion ; when P is greater than F^ R' lies beyond the cone, 
and motion ensues. 
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114. Wedge Frictloii. With a wedge, the load is supported 
on a plane slightly inclined to the horizontal. Taking the sim- 
plest case, let Fig. 124 rep- 



resent a block A of weight IV 
as raised in the guide-way B by 
the key C, resting on the hori- 
zontal support D, and driven 
to the right by the force P. 

If the mechanism were f ric- 
tionless, the block, when just 
' ' about to move, would be 

y^« acted on by the weight W^, 

Fig. 124. the reaction R normal to the 

surface of the key, and the reaction R^ normal to the contact- 
surface of the guide. Considering friction, these reactions be- 
come, respectively, R^ and R^', inclined from the normals by 
the angle of friction in such a direction that the force of friction 
shall oppose the upward movement of the block on the key and 
in the guide. As to the forces, IV, R\ and i?/, the magnitude 
and direction of the first are known and the directions of the 
two latter. Their points of application are not known, but this 
is immaterial in this case, the only requirement being that, as 
the block is in equilib- 
rium, the lines of action 
of the three forces shall 
meet at a common point. 
In the figure, this point 
is assumed to be G. In 
the force polygon. Fig. 
124/Z, the vertical line^^ 
is made equal to f^on the 
given scale, and be and 
ca, drawn parallel to R^ 
and /?i', respectively, fig. 124 a. 




•L 
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represent the magnitudes of these reactions. Similarly, bc^ and 
c^a show these magnitudes, when friction is disregarded. 

The key, when on the point of moving to the right, is in 
equilibrium under the action of the force P, the reaction — /?' 
equal to and opposed to /?', and the reaction R^, inclined by 
the angle of friction to the normal, R^, to the contact-surface 
of the support D, The point of application of the reaction 
R\v& determined by the consideration that its line of action 
must pass through the intersection O of the lines of action of 
P and R\ In the force polygon, bd and dcy drawn parallel to 
P and /?2'» respectively, represent the magnitudes of this force 
and reaction, while bJ = P^ and rfV give these magnitudes 
when friction is neglected. The efficiency of the key is then : 

E = PJP = bd^lbd. 

Now, assume the force P to be removed and an opposite 
force P^ applied, of such magnitude that the key will be just 
on the point of backing out. The block A will then be acted 
on by the weight Wy the reaction R^, making the angle of fric- 
tion with R and inclined in the opposite direction from R\ and 
by the reaction — R{ acting from some point on the contact- 
surface of the left-hand side of the guide B, Similarly, the key 
will be in equilibrium under the action of the force P\ the reac- 
tion — R^, and the reaction R^ of the support D, the lines of 
action of these three forces meeting at the point 0\ The cor- 
responding sides of the force polygon are drawn parallel to the 
lines of action of the forces, as before, and be = ^3', ea^ — R^, 
fe — R^, and bf^P. Since P^ and W both act to back out 
the key, the efficiency is negative and is : 

E^P/P^^-bf/bd', 

in which, as the figure shows, the frictionless force P^ has the 
same value as before. 

If, in the force polygon, the horizontal side a(^ be prolonged 
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until it intersects the side bc^ and the side ^V be drawn 
parallel to cd, the friction of the block A on the guide B will 
be disregarded and P = W, which is the horizontal force 
required to bring the block of weight W to the point of start- 
ing up the incline of the key or wedge. Analytically, if ^ be 
the angle of taper of the key, this force bd^' is : 

P = fr[tan (<^ + ^)+ tan <^], 

and the corresponding backing force is : 

pf = H^[tan (0 - ^)+ tan <^]. 

If the key be double, i.e., the top and bottom having the 
same angle of taper B : 

P^2 W^tan (<^ -f ^), 
P' = 2 »^tan(<^-^), 

which equations, as before, neglect the friction of the guide B. 

115. Friction of Screw-threads. The threads of a bolt and nut 
are, in their frictional action, essentially the same as the block 
and the single-tapered key which were discussed in Art. 114, 
when the friction of the guide B and of the support for the nut 
are excluded. The load W is borne by the bolt, whose thread 
thus corresponds with the contact surface of the block A^ 
Fig. 1 24 ; and the nut-thread, like the similar surface of the key 
C, raises the bolt-thread with its load, the nut being supported 
by a bearing surface similar to that of D. 

The pressure on these threads is assumed as concentrated on 
the mean helix (Art. 117) or the circumference of the mean 
thread-diameter rf, of pitch-angle a, as in Fig. 125. Each 
element of the thread-surface is regarded as sustaining an equal 
elementary portion of the total axial load or stress Wj on the 
bolt, and each element has, therefore, a frictional resistance of 
the same magnitude. Since the conditions for all elements are 
thus identical, the total thread-resistance, the axial load, and the 
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external turning forces on the nut may be assumed to be each 
equally divided and concentrated at two points, 180° apart, on 
the circumference of diameter d. The forces P^ for lifting the 
load, thus form a couple whose arm is d\ and, similarly, the 



1 .^ 


> 



(a) 




N M* 



Fig. 125. 

forces P' for lowering have the same arm and points of applica- 
tion. In Fig. 125, these points are //^and K. 

Square Threads. In Fig. 125, taking the nut as the turning 
member, let ABC be the inclined plane formed by developing 
one convolution of the nut-thread of the mean diameter; ^^ is 
the contact-surface of that thread and EG represents a portion 
of the bolt-thread. The base of the plane is ird^ its height is 
the pitch/, and the pitch-angle is BAC, Consider the forces 
P or P' as applied to the nut in a plane normal to the axis and 
as tangent to the mean thread-circumference. 

When the nut-thread is on the point of moving to the left to 
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raise the load, its front half, whose centre of pressure is at H, is 
in equilibrium under the action of one of the forces P, the re- 
action R} making the friction-angle with the reaction R which 
is normal to the contact-surface, and the reaction R^ = Wjz of 
the nut-support, which reaction is vertical as the friction of the 
support is neglected. The force and the two reactions are all in 
the same vertical plane, which is distant djz from the axis. 

In the force polygon, lay off ab = R^, and draw fc, 6c\ and ca 
parallel, respectively, to the lines of action of R', R, and P. 
Then : 

P = ca= Wtan {<f>+ a), 

and, for frictionless motion : 

P^^ac' = WtSLii a. 

When the nut-thread is about to lower the load under the 
action of the force P\ the reaction at the contact-surface be- 
comes ^3', making the friction-angle with the normal reaction. 
Equilibrium then exists under the action of the force P* and the 
reactions R^ and R2. Drawing dd parallel to the latter: 

p^ ^da=- JF.tan (0 - a). 
The efficiency of the screw threads in raising the load is : 

E = PJP = a£^ jca = tan a/tan (^ + a), 

which is low, as ^ is relatively large as compared with a. With 
ordinary square threads, dry or but slightly lubricated, the 
coefficient of friction / usually ranges between o.i and 0.2, giv- 
ing values of <^ of about 5° 45' and 1 1° 30', respectively. In the 
standard system of square threads used by William Sellers and 
Company, the angle a is for ^-inch screws and 4-inch screws 
about 8° 45' and 3° 15', respectively. These values are for 
power screws whose pitch is twice that of the United States 
Standard. 

With regard to the equations and the graphic methods given 
above, it will be understood that, in order to eliminate all fric- 
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tion but that of the screw-thread, the section EG of the bolt- 
thread is assumed to have no lateral motion, so that it and the 
weight W rise or are lowered vertically, as would be the case 
with a bolt. Further, the force P is sufficient to raise but one- 
half of fF, since it forms one force of the couple whose arm is 
d\ the lowering force P^ is part of a similar couple. 

Triangular Threads. In Fig. 125 ^, let N and jV' be the 
normal pressures on square and triangular threads, respectively. 
Then, N^ = N sec yS, in which yS is the base-angle of the triang- 
ular thread. If /'and F^ be the forces of friction for the two 
threads, we have, since F=^fN: 

p ^fN^ =fN sec /3=F sec J3. 

Hence, as compared with the square thread of the same pitch- 
angle, the friction F' of the triangular thread is sec /3 times 
greater. 

To determine the force P in Fig. 125 for these conditions, 
prolong the lines of action of R and R' and, at any point, draw 
the line <?/* perpendicular to /?. This line is proportional to the 
force F. From e draw eg- making the angle y8 with e/; from/ 
drop the perpendicular /g on eg, thus determining the line eg 
which is proportional to the force F'. Revolve eg to eA on ef 
prolonged, and draw If A which is then the virtual reaction R'' 
of the triangular thread. In the force polygon, lay off dc" 
parallel to the line of action of R", and the force P will then 
be ac^'. 

In the Sellers system, the angle y9=30° and sec y9= 1.15. 
The increased friction of the triangular thread reduces the effi- 
ciency of the screw, adds to the torsional stress in the body of 
the bolt produced by the component of the total load which is 
normal to the axis, and the inclination of the normal reaction 
develops a bursting action on the nut, which action, disregard- 
ing friction, does not exist with the. square thread. 

116. Pivot Friction. When the lower end of a vertical shaft. 
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subjected to end-thrust, is supported and guided by a step-bear- 
ing, the end of the shaft forms a pivot journal; the latter may 
be plane, conical, globular, etc. 

Plane Pivots. As shown in Fig. 126, the pivot rests on a 
brass or steel disk, set in a casing bushed with brass ; the disk 
is usually slightly cup- 
shaped. If the disk is not 
fixed, but can revolve and is 
well lubricated, it will have 
relative motion with regard 
to the shaft, so that, owing 
to the reduced velocity of 
the disk and bearing sur- 
faces, the friction between 
shaft and disk and disk and 
bearing will be less than if 
.the disk were fixed, with a consequent reduction in wear. Several 
such disks, one above the other, are often fitted in pivot bearings. 
Let the total axial load on the shaft be W, and, as with the 
screw-thread, assume it to be equally divided and one half con- 
centrated at each of the two points, A and A', diametrally apart, 
on the circle of radius r described on the disk of radius rj. The 
total normal pressure on the bearing is W; the average press- 
ure per square inch is W jttr^. The total force of friction is 
F=fU', and assuming a uniform pressure over the disk, the 
frictional resistance per unit of area is fW/irr^. It is required 
to determine the relation between the radii r, and r, the latter 
being the distance from the centre to either of the points of 
application, A and A'. 

Consider the circumference 2 nrr to be an elementary ring of 
width dr and of area 2 irrdr. The total normal load or pressure 
on this ring is: 



w=2 irrdr x W/irr^. 
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Multiplying w by the coefficieat of friction / gives the fric- 
tiocial resistance of the elementary ring, and this product, multi- 
plied by the radius r, is the moment m of this elementary resistance 
or force of friction : 



w/r-- 



^2fW 



• r^dr. 



The integral of this expression, between the limits r, and zero, 
gives the moment of the total frictional load or force F, which is : 



^=^r. 



ridr= -fWr^. 



Dividing the moment by its force, F=fW, we have the mean 
radius at which the total force F acts, or : 
MIF= 2/3 r, = r. 

In the diagram, BB is the plane of the disk, CD = 1/2 W, and 
DE and DG are the virtual reactions at the points A and A', 
respectively. 

Conical Pivots. In this form, the end of the shaft is cone- 
shaped, and is supported by a bearing of similar inclination, as 
shown in Fig. 127. 

Let 9 be the half-angle of the cone, 
r^ the radius of the upper end of the 
journal, and W the total axial load. 
As in Fig. 126, consider one-half of 
W as concentrated at each of two 
points, 180° apart, on an elementary 
strip of the conical surface of radius 
r and width dr. Resolve W in the , 
directions of the two normals NN to 
the contact-surface at these points. 
Then, N= W/2 sin 6, and the total force of friction, 
F= 2fN=fW/s\a e. 

By using the same method as with the plane pivot, the mean 
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radius at which the total force of friction F acts will be found 
again to be 2/3 fj. Hence, a diagram similar to that in Fig. 126 
will show the forces graphically, the differences between the 
two cases being that the circular area of radius r^ now repre- 
sents the projected area of the conical bearing, and that each of 
the forces F/2 is now equal tofW/z sin 0, and not to fW/2 as 
before. Under these conditions, the work expended in friction 
would be the same for this projected area as for the contact- 
surface of the bearing. 

Mean Radius of Friction, For the two cases discussed, it has 
been shown that, theoretically, this radius is 2/3 fj, where r^ is 
the greatest radius of the bearing ; this is true also of all pivot 
bearings whose projected area is circular and not annular. The 
difference between the amounts of frictional work of the various 
forms of pivots lies thus, not in their radii of friction, but in the 
magnitudes of the respective forces of friction F, 

The theoretical value of the mean radius, as above, assumes 
a uniform pressure per square inch and a constant value of the 
coefficient /for the whole surface of the bearing. Experiment 
shows, however, a dependence of the friction on the velocity of 
rubbing, and, further, as in any pivot this velocity increases 
directly as the distance of the surface considered from the 
centre, the augmented friction and wear thus produced on the 
outer portion of the bearing surface reduce its pressure per 
square inch and increase that on the inner portion. In view of 
these considerations, a mean radius of friction equal to one- 
half the greatest radius of the bearing surface of the pivot is, 
for types having a projected area of bearing surface of circular 
form, generally taken as more nearly correct than the two-thirds 
value deduced as above. For the plane pivot, F would then be 
equal to fW\ the moment of this force would h^ fW y.rj2\ 
and the work of friction at n revolutions per minute would be 

fW X ?^^ xn^irfWnr^, 
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117. Collar Friction. The collar bearing is shown in Fig. 128. 
It has two advantages as compared with the plane pivot : as the 
collar is narrow radially, the velocity is 
more nearly uniform over its surface ; 
and, by using a number of collars, as 
in the marine thrust-bearing, a much 
greater axial load can be carried by the 
shaft than the pivot bearing, with its 
restricted dimensions, will permit. 

Let W be the total axial load on the 
shaft, and assume it to be equally divided 
and one-half concentrated at each of the 
two points, A and A', The external 
radius of the bearing is r^ ; its internal 
radius is r^ ; and the mean radius of fric- 
tion is r. The value of the latter, in 










__}_UI 



relation to those of r^ and fj, is to be 




Fig. 128. 



deduced. 

The total force of friction is F^fW^ and, assuming a uni- 
form pressure over the whole surface of the bearing, the fric- 
tional resistance per unit of area is W/ir^r^ — r^), The area 
of an elementary ring of radius r is 2 irrdr. The total load on 
this ring is : 

w = 2 irrdr x W /ir^r^ — r^). 

The frictional resistance of this load is fw and the moment 
m of this resistance is : 

fw X r = m^ fr X 2 irrdr x W /'rr{r^ — r^\ 

The integral of this expression, between the limits r^ and r^, 
gives the moment of the total frictional load or force F, which 
moment is : 
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Dividing this moment by the force F=fWy the mean radius 
of friction is : 

2 r^ — ♦'-^ 



3 r^-r^ 

If the internal diameter of the bearing be lo inches and its 
width 2 inches, r^ is f\ r^, s", and, from the last formula, r will 
be found to be 6 inches, or the mean of r^ and r^. This is the 
justification for considering the total load on a bolt as concen- 
trated on the mean helix, in computing the friction of screw 
threads (Art. 115), since, if the pitch-angle be made equal to 
zero, the square thread becomes a collar. 

118. Journal Friction. A shaft-journal fits its bearing more 
or less loosely for two reasons : the bearing is bored a little 
larger in order to make a working fit ; and, to prevent " seizing " 
when hot, the sides near the joint with the cap are made free, 
so that, in each semicircle, there is an arc of contact which is 
considerably less than 180°. The wear in sei*vice increases this 
looseness, and the journal eventually rotates in a bearing of 
different and greater curvature. 

When the shaft is at rest, the journal lies at the bottom of 
the bearing, the only forces then acting on it being the weight 
of the shaft and the equal and opposite reaction of the bearing, 
which have the same line of action. It would remain in this 
position when the shaft revolves, if the contact-surfaces were 
without friction ; but the latter causes the journal to roll up the 
side of the bearing in a direction opposite to that of rotation. 
This action is similar to that of a car-wheel moving up an in- 
clined section of track, except that, in this case, the path is 
curved, so that the angle of inclination changes continually. 

The journal thus ascends the bearing until, owing to the 
opposing action of the weight, it begins to slide backward. At 
any instant, its condition is hence one of momentary equilibrium 
under the action of the turning force, the weight, the reaction 
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from the bearing, and the friction. This position will be main- 
tained so long as the coefficient of friction remains unchanged ; 
but, when the latter alters, through variations in shaft-velocity 
or in the character of the contact-surfaces, the journal rises or 
falls, as the case may be. 

The conditions are thus complex, and the resistance to rota- 
tion of a shaft in a fairly free bearing cannot be considered as 
purely frictional. The lat- 
ter action is much more 
nearly reached in the 
bearings of small axles 
and of the pins in link 
connections, where closer 
fits are permissible. The 
graphical analysis em- 
ployed in such cases is 
shown in Fig. 129. The 
principles of this method 
were first established by 
Rankine,* and later devel- 
oped by Hermann and 
others. 

Let A he 3, cylindrical 
journal at rest in the bear- 
ing B; the forces acting are the weight or other vertical press- 
ure W=CD, and an equal and opposite reaction from the 
bearing at the point G. Now, let there be applied a turning 
force P, normal to a radius, and of such magnitude that the 
limiting condition of equilibrium is reached, the frictional re- 
sistance is overcome, and the journal is on the point of begin- 
ning clockwise rotation. The forces acting are then IV, P, and 
the reaction R' from the bearing, whose line of action is yet to 
be determined. 

• ** Applied Mechanics," London, 1869, p. 614. 




Fig. 129. 
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Prolong the lines of action of JTand P until they meet at C \ 
lay off CD = W, and DE equal to P, and parallel to the latter's 
line of action. Then, CE, the resultant of W and P, is equal 
in magnitude, opposed in direction, and has the same line of 
action as the virtual reaction /?' from the bearing, since W^ Py 
and /?' are in equilibrium, and their lines of action must meet 
at a common point. Draw CEH, and, from the centre of press- 
ure K^ lay off KH:=R' . This reaction is simply the resultant 
of the infinite number of small reactions from the bearing. 

Draw the line of action OL of the normal reaction R through 
the point K\ resolve R' normally and tangentially. Then, 
R =LK is the total normal pressure on the journal, and the 
force of friction F = HL = KL x coefficient of friction f. 
Since the virtual and normal reactions are, by definition, 
inclined from each other by the angle of friction, the angle 
HKL = OKE = <^. 

119. Friction Circle. In Fig. 129, drop the perpendicular 
OM from the centre O on the line of action of the reaction R\ 
Then, if r be the radius of the journal, OM — rsin ^. If now 
the radial arm ON and its force P be revolved through all 
positions about the centre (9, it will be found that, while the 
location of the point of intersection C will be changed, the per- 
pendicular distance of the line of action of R' from the centre 
will be equal, in every case, to r sin^. Hence, the locus of such 
points of intersection as ilf is a circle described from O and of 
radius r sin ^. This is Xht friction circle. 

The principle is general, applying to all forms of loading of a 
journal and bearing, either of which has motion relatively to the 
other. Thus, the dotted lines in the figure -show the effect of 
anti-clockwise rotation, the force P having the new line of 
action CN\ but the other conditions remaining the same. It 
will be seen that, while the line of action of /?' now assumes the 
similar but reversed position CQy it is still tangent to the fric- 
tion circle. 
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Thus far, the journal has been considered as the rotating 
member of the turning pair. If it be assumed that the journal 
is fixed and that the bearing revolves, carrying the downward 
load IV, — like a connecting rod pulling a crank pin, — the 
magnitude and lines of action of /?' will remain the same for 
clockwise rotation and the reverse, but the centres of pressure 
will be changed from K and Q to K' and Q\ respectively, since 
the virtual reaction now acts upward from the journal through 
these points as virtual supports of the bearing. 

Again, assume that the pressure acts upward instead of 
downward, as at (a), Fig. 129, and that the rotation is clock- 
wise, the force P acting from N' to C, First, let the bearing 
be the moving member, as if the journal were the pin of a 
crank pressing upward against a link revolving on it. The cen- 
tre of pressure will then be Q', at which point R' will act down- 
ward on the journal. If, on the contrary, the journal be the 
moving member, the load will act upward and R' downward at 
the point Q. This case would be that of a connecting rod 
pushing a crank pin. 

It will be seen that the friction circle and a tangent to it, 
which is the line of action of the virtual reaction R', wholly 
replace either the journal or the bearing in the graphical inves- 
tigation of their friction with any form of loading. The general 
law of sliding friction may be applied to determine on which of 
these tangents R' acts in any given case. Thus, either of the 
two members may be considered as having relative motion with 
regard to the other, and, hence, the virtual reaction of the sta- 
tionary member is inclined from the normal reaction by the 
angle ^, in such a direction that its tangential component 
resists the motion of the other member. 

120. Frictioii of Link Connections. In the preceding article, 
the effect of friction on the action of a single journal and its 
bearing was considered. A link is a straight machine member, 
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provided with two such bearings and used to connect the pins 
of two rotating cranks or levers or, like a connecting rod, those 
of a crank and a sliding member, as a cross head. If there were 
no friction, the radius of the friction circle would be zero and 
the force would be transmitted from one of the connected mem- 
bers to the other along the line joining the centres of the two 
journals, which line is the geometrical axis of the link. When 
friction is considered, the resultant of the transmitted force and 
the force of friction acts along the friction-axis^ which is a line 
tangent to the friction circles of the two journals. 

There are four fundamental cases of this action, two of which 
are represented in Figs. 130 and 131 and the others deduced 
therefrom. In each of these mechanisms, ^ is a link and B and 
C are hinged levers, P is a force acting upward on the lower or 
driving lever, and the dotted lines show the path in ascending. 
In analyzing the effect of friction on the force transmitted 
through the links of such mechanisms, there should be 
observed : 

{a) The link may be assumed to be in equilibrium in any 
given position of the mechanism, but its efficiency, as thus de- 
termined, applies to that position only, and the direction of the 
friction-axis depends on which of the connected levers is 
the driver, and hence on whether the link is in tension or 
compression. 

(b) A force and its reaction may be regarded simply as two 
equal and opposite forces, having the same line of action. Since 
the link is in equilibrium, the friction-axis is the line of action of 
a force acting from one journal and an opposing reaction from 
the other. 

{c) The link-bearings move on the journals which engage 
them, the latter being thus relatively stationary. The direction 
of this motion is determined by that of the mechanism. 

(d) Since the link is in equilibrium, the force of friction at 
either journal must so act as to oppose the relative motion of the 
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bearing. This consideration determines the direction of the fric- 
tion-axis. If the direction of rotation is the same with both 
bearings, the axis will lie diagonally, being tangent to one friction 
circle on one side, and to the other, on the opposite side. If the 
bearings rotate in opposite directions, the friction-axis will be 
parallel to the geometric axis. 

In Fig. 130, the lower lever, actuated by the force P, is the 
driver. Hence, disregarding friction, the force on the lower 
journal is concentrated at the point 
a on the geometric axis, acting there 
on the lower bearing of the link. 
This puts the latter in compression 
and its force acts on the lower side 
of the upper journal at the corre- 
sponding point b. From the path of 
the mechanism, the motion of both of 
the bearings is seen to be anti-clock- 
wise. At the lower bearing, the 
tangential force of friction, F^de^ 
acts from left to right, and there- 
fore on the left side of the friction 
circle, where it and the normal pressure line cd combine to form 
the resultant pressure line ce. Hence, the friction-axis is here 
tangent to the left side of the friction circle. 

At the upper journal, /^must act from right to left, combin- 
ing with the reaction from the journal to form the virtual reac- 
tion, which, acting along the line ecy must be tangent to 
the right side of the friction circle. If, on the other hand, the 
upper lever be the driver in lifting the connected parts, the 
direction of motion of the bearings will be the same, but the link 
will be in tension and the friction-axis will be tangent to the 
other side of each friction circle. 

In Fig. 131, the lower lever is the driver and the link is 
again in compression, but the direction of rotation of the two 
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bearings is not the same. Hence, the forces of friction act 
on the same sides of the two friction circles and the 

friction-axis is parallel to 
the geometric axis. If, 
again, the upper lever be 
I the driver in lifting the 
I connected parts, the direc- 
tions of motion of the 
bearings will not be 
changed, but the link will 
be in tension and the fric- 
tion-axis, while still 
parallel to the geomet- 
ric axis, will be tangent 
to the other sides of the 
friction circles. 

121. Chain Friction. The friction of a chain in passing over 
a chain drum or sprocket wheel is, in effect, a modified form of 
journal friction. Thus, let 
Fig. 132 represent a chain 
pulley whose effective radius 
is R and which is revolving 
in a clockwise direction. The 
load on the advancing or left f |] 
side of the chain is IV; the 
driving force on the right, ^ 
or receding, side is P. Let 
r be the radius of the pins 
joining the links and r^ that 
of the wheel journal. 





Fig. 132. 



Relative motion of the links of the chain occurs only when 
the latter bends at the joints on reaching and leaving the hori- 
zontal diameter EF of the wheel. At this time, the advancing 
link A turns in an anti-clockwise direction on the link B, the 
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latter serving as a bearing ; and, similarly, the link C is rotated 
in the same direction with regard to the link D, From Art. 120, 
it will be seen that the effect of these actions is to remove 
the lines of action of the load JFand the driving force P from the 
vertical line passing through the centres of the link-pins to the 
left by the distance r sin ^, i.e., the friction of the joints of 
the chain increases the leverage of the load and decreases that of 
the driving force by this amount. 

Similarly, the line of action of R\ the vertical reaction of the 
wheel-bearing, is removed to the right through the distance 
r sin <f>. R' is the resultant of P and IV. Hence, 



P 



^ /e+(r-f-r^)sin<^ 
R — (r+ ri)sin^ 



122. Ropes: their Internal Friction and Resistance in Bend- 
ing. The resistance of a rope in passing on and off a sheave 
or grooved pulley has an effect, similar to that of chain friction, 
on the lines of action of the load and driving force, />., the 
lever-arm of the load is increased, and that of the driving force 
decreased, by the same amount in both cases. This effect is 
not due, however, to the same causes as with the chain. In 
the rope, it is produced, when the latter is bent, by the relative 
motion and consequent friction of the strands, by the compres- 
sion of the inner, and the stretching of the outer, fibres in wind- 
ing on, and by the reversal of these actions when the rope leaves 
the pulley. 

Thus, if we assume the rope to be wound on a pulley, like 
the chain in Fig. 132, it will be bent in advancing when it passes 
at E above the horizontal diameter EF, and will be straightened 
again when it descends below F at the right. In the first of 
these operations, the normal forces acting on the horizontal 
cross-section of the rope at E are the tension at the centre due 
to the load, the tension on the outer half from the stretching 
of those fibres, and the opposing compressive force on the inner 
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half. The resultant of these three forces is a tension which 
acts at a distance s outward from the centre of the rope, so that, 
neglecting the friction of the pulley-journal, the lever-arm of the 
weight Wis R -\-s, R being the distance from the centre of the 
pulley to that of the rope. 

When the rope straightens at F, the same forces act, but 
those of tension and compression from bending change places, 
occurring, respectively, on the inner and outer halves of the 
cross-section. Hence, the resultant tensile force acts between 
the pulley- and rope-centres, at a distance s from the latter, so 
that, neglecting journal-friction, the lever-arm of the driving 
force P IS R —s. It will be seen that the distance s thus cor- 
responds with the radius of the friction-circle for chain friction ; 
and, as with the latter, considering journal-friction, we may 
write : 

/>= IV, R_±Jj^}n±±s 
R — rj sin <l> — s 

in which r^ sin <f> is the radius of the friction-circle for the journal 
of the pulley. 

The value of s can only be expressed by empirical formulae, 
the constants of which are derived from experiment. This fol- 
lows, since the resistance of a rope to bending varies directly 
as the tensile stress in it due to the load or the driving force ; 
directly as some power of its diameter, since the smaller the 
rope, the greater its pliability ; and inversely as the radius of 
the pulley, since the greater this radius, the less the required 
bending. Evidently, it depends also upon the material of which 
the rope is composed, its length of service, etc. 

Eytelwein's formula, as employed by Reuleaux and Weis- 
bach,* gives, for the total resistance 5 to bending of a hemp 
rope in both winding on, and unwinding from, a pulley : 

5 = 0.472 Wd^/r 

* " Mechanics of Engineering and of Machinery," New York, 1896, Vol. I, § 197. 
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in which W^is the load and ^/and r are, respectively, the diam- 
eter of the rope and the radius of the pulley, both in inches. 
The resistance to either winding or unwinding is then, 



But 



Hence, 



5/2 = 0.236 WcPIt, 

Sri 2 = m, 

5 = 0.236 ^ inches. 



This formula, while approximate, is sufficiently accurate for 
hemp rope under heavy stress. For rope of other materials, 
the constant requires modification. The subject is treated more 
or less extensively in the works of Reuleaux, Weisbach, Her- 
mann, and Thurston. 

123. Friction of Spur-gear Teeth. In the transmission of 
power by gear wheels, a part of the lost work is expended in 
overcoming the frictional re- 
sistance of the teeth. This is 
due to the fact that a pair of 
teeth, while engaged, move one 
upon the other, the line of bear- 
ing changing continually on both 
contact-surfaces and the relative 
motion of the latter being a com- 
bination of rolling and sliding. 

Figure 133 (^) represents the 
positions, at the beginning and 
end of engagement, of the same 
pair of involute teeth on the 
spur gears A and B, the wheel 
A being the driver and rotating 
in a clockwise direction. The 
two pitch circles are tangent at 
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the point /on the line joining the centres of the wheels. The 
arcs bp and cp are the arcs of approach; pV and pd are the arcs 
of recess. The line aa* is the line of action^ which is the path 
of the points of contact of the teeth during engagement. This 
line is normal to the contact surfaces, in properly formed teeth 
it always passes through the point /, and makes an angle with 
the horizontal, called the angle of obliquity of action. 

In approach, the points b and c gradually draw nearer until 
they meet at /. Since the arc ab is shorter than the arc ac^ it 
follows that the flank of the driving tooth rolls through a dis- 
tance equal to ab on the face of the driven tooth, and slides for 
a distance equal X(d ac^ ab. In recess, this process is reversed, 
the face of the driver rolling on the flank of the driven tooth 
through a distance equal to dJ and sliding through the distance 
Va' - c'a\ 

Figure 133 {b) shows the engaged portions of the two gear 
wheels A and B, In this figure, it is assumed that the lengths 
of the arcs of action, bpb^ and cpcf in {a\ are such that two pairs 
of teeth are simultaneously engaged, and that the normal press- 
ure is the same between the teeth of each pair. The line of 
action is aa' as before. 

If there were no friction, the reaction due to the load on the 
driven teeth 3 and 4 would act on the drivers i and 2 along the 
line a^a from right to left, and this reaction would be exactly 
equal to the force P, exerted by the driving wheel and acting 
in the direction aa* and on that line. From the enlarged force 
polygon {c\ it will be seen that, considering friction, the reac- 
tion from tooth 3 takes the direction da, and that from tooth 4, 
the direction a^d, both reactions being inclined to the normal 
by the angle <f> and intersecting the line of centres at the point 
d. If these virtual reactions be resolved vertically and parallel 
to aa\ the vertical components will neutralize each other and 
the true line of action of the force and the resultant reactions 
will become a^a-^, parallel to a'a^ and at a perpendicular dis- 
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tance therefrom of tan <^ x aa^ (2^ which, assuming aa! to be 
equal to the circular pitch, becomes tan <^ x pitch/2. 

The friction of spur-gear teeth is then, in its effect, similar 
to chain friction. With frictionless motion, both the force and 
resistance would act along the normal aa^ \ with friction, the 
line of action is shifted to the parallel line a^a{. This change 
increases the distance from the centre of gear A at which the 
load from gear B acts on A^ and decreases the distance from 
the center of gear B at which the driving force from gear A 
acts on B, Hence, in general, the leverage of the power is 
lessened and that of the load is increased by the distance as 
found above, tan ^ x pitch/2. 

With cycloidal teeth, the line of action is not a straight line, 
as aa! y Fig. 133, but is an arc of the circle with which the pro- 
files of the teeth are described. The loss from tooth-friction is 
less than with any other form, and the wear in service has, in 
consequence, less effect on the shape of the teeth. 

124. Belt Friction. The friction of a belt on a pulley, in 
power transmission, is the friction of rest and not that of motion, 
in which respect it differs radically from the friction of mechan- 
isms previously examined. Friction is, in this case, not the 
cause of lost work, but the means by which useful work is done, 
in preventing relative motion of the working parts; and the 
greater, within practical limits, it becomes, the better. With 
regard to the friction of motion of belt gearing, however, the 
reverse is true, the efficiency of such mechanisms being much 
less than that of toothed gearing, since, with the former, the 
power transmitted is directly proportional to the difference 
between the tensions of the tight and slack sides of the belt, 
while the aggregate thrust on the bearing which produces 
journal friction is due to the pull of both of these tensions. 
The lost work of belt gearing is due to several causes : 
(a) The stiffness of the belt and its consequent resistance to 
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bending in passing on and off the pulley ; this is relatively so 
small as to be negligible. 

{d) The driving and driven pulleys have, as is shown by 
Cotterill,* the circumferential speeds of the tight and slack 
sides, respectively, of the belt. The speed of the latter, at any 
given point, depends on its tension at that point. Hence, there 
is a loss of work from the creeping of the belt over the pulleys, 
which, in ordinary cases, may reach 2 per cent. 

(c) Theoretically, a belt should not slip on the pulley, except 
under overload ; practically, every belt slips to an extent which 
may be inappreciable, or, on the other hand, may reach 20 per 
cent of its speed while it still drives and transmits power. The 
coefficient of friction increases with the slip, thus augmenting 
the work lost in moving the belt uselessly over the face of the 
pulley. 

{d) Finally, the work lost in journal friction is, as explained 
above, relatively large. 

The general theory of belting neglects " slip " and " creep," 
and assumes that the belt is perfectly elastic, i.e., that its elonga- 
tion is proportional to its tensile stress, an assumption which is 
not fully warranted for a material like leather whose initial stiflF- 
ness increases with its stress. The theory serves, however, to 
show clearly the general principles governing the action of belt- 
ing under the ordinary conditions of service. 

Figure 136 represents a pulley A driving through belting a 
pulley B, the rotation being anti-clockwise. Let the initial 
tension of the belt, t,e., that while at rest, be T^, and the 
tensions of the driving and slack sides during motion, T^ and 
7\, respectively. If the belt were perfectly elastic, the sum of 
these two tensions would be equal to 2 Tq. Assume the pulley 
A as acted on by a driving force P whose arm is Z, and the 
resistance of the driven pulley to be equivalent to a load W of 
arm /. When the pulley A begins to revolve, the right side of 
the belt is stretched and the left side slackened until the difiFer- 

• " Applied Mechanics," London, 1895, p. 253. 
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ence, T^ — 7\, between their tensions, is sufficient to overcome 
the resistance of the driven pulley, at which time 

{T^-T{)r= IV x/, 

in which r is the radius of the driven pulley. If the mechanism 
be started under full load, the driving pulley will first slip under 
its belt, stretching the latter gradually on the driving side and 
thus increasing the tension T^ until the moment of the differ- 
ence of tensions is sufficient to overcome the moment of the 
resistance IV. 

This difference is constant with a uniform resistance, what- 
ever the actual tensions of the two sides of the belt may be. If 
the magnitude of Tq, and hence those of T^ and T^, be increased 
by shortening the belt, or, with the same length, by separating 
further the shafts A and B, it is evident that, for equal mo- 
ments of force and resistance on the driven shaft, the equation, 
as above, must still hold. Again, if the resistance be increased 
so that its moment is greater than the possible difference of 
tensions of a g^ven belt, then the latter will slip, while, if the 
resistance be suddenly decreased with the same tension-differ- 
ence, it will tend to creep. 

The force of friction between a pulley and belt at any given 
point depends on the normal pressure between the two at that 
point and on the coefficient of 
friction. This normal pressure is 
proportional directly to the belt- 
tension at the given point. Thus, 
let Fig. 134 represent a pulley and 
belt at rest under the initial ten- 
sion T, the arc of contact being 
180°. Assume the mechanism to 
be frictionless, so that the tension 
of the belt is throughout equal to T. fig. 134. 

Let the angle BOC= 6 and bOc be an elementary angle dO, 
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the length of the arc be being RdO^ as R is the radius of the 
pulley. For convenience, take the width and thickness of the 
belt each as unity. N is the normal pressure acting at all points 
of the contact-surface. Then, the total radial pressure acting 
on the elementary strip of length Rdd and area Rdd x i will 
be Rdd X N. Resolving N parallel and perpendicular to the 
diameter ABy we have 2"= iVsin By so that the element of ten- 
sion, due to the strip RdB and perpendicular to AB, is Rd6 x 
iVsin 0, and the sum of these elements for the two sides of the 
belt is : 

2 r= NR^ sin 0d0 = 2 NR, 

whence, N=- T/R. 

This principle is general, but, owing to the action of friction, 
the tension in the belt, and hence the normal pressure, increase 
from the slack side to the driving side of the belt and through 

the arc of contact, in proportion to the 
lengths of the radii vectores of a loga- 
rithmic spiral. Thus, in Fig. 135, let the 
angle of contact be AOB^0, and let 
aOb be an elementary angle d0. The 
tension at a is T and that at ^ is 7"+ dT. 
The increment of tension, dT^ in passing 
^ " through the elementary angle d0y must 

be due to the force of friction on the strip ab, which force is the 
product of the area of the strip by the normal pressure A^= T/R 
and the coefficient of friction. Hence : 

dT=Rdex^%fy 




£dT/T=f£d6y 



Hyp. logT2/7\=yi9, 
in which e is the base of the Napierian system of logarithms and 
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is given in circular measure. With the common system of 
logarithms and expressed in degrees : 

Common log 7j|/7\ = 0.007578/9. 

In Fig. 135, the belt is assumed to be fully loaded, so that the 
tension-difference and the tension-ratio, as computed, are each a 
maximum value which cannot be exceeded without slip of the 
belt The normal pressure at the contact-surface is reduced to 
some extent by centrifugal action on the belt, which should be 
considered at high speeds, since it not only increases the tendency 
to slip but also adds materially to the tension of the straight length 
of the belt on the driving side. In practice 7jj/7\ ranges between 
2 and 3, and the coefficient of friction, roughly, from 0.2 to 0.4. 

The graphics of belt gearing present no problems which have 
not been examined in previous mechanisms. Each pulley may 
be considered as in equilibrium 
under the action of a driving 
force or a resistance, the two ten- 
sionSy the normal reaction of the 
bearing, and the journal friction, 
the latter being relatively large. 
Thus, in Fig. 136, the angle of 
contact, 9, can be found by con- 
struction, and, from the formula, 
T^/Ti c= ^, the ratio between the 
two tensions can be determined. 
Prolong the lines of action of the 
latter until they intersect at (9, 
and from O lay off OC and OD 
of such dimensions that OC/OD 
is equal to the tension-ratio just 
found. Their resultant OE gives 
the line of action of the resultant 
Toi T^ and 7\, which line inter- fig. 136. 
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sects the lines of action of the resistance IV and the driving 
force P at the points F and G, respectively. From the latter 
points and tangent to the friction circles, draw the lines of action 
of Ri2LndR2t t^® virtual reactions of the bearings. 

The driven pulley B is in equilibrium under the action of the 
resistance IV, the resultant T of the tensions, and the virtual 
reaction ^j, the magnitude of IV and the lines of action of all 
the forces being known. In the lowest force triangle, lay off 
ic = W, and draw da and ca parallel, respectively, to the lines 
of action of T and R^y thus determining the magnitudes of the 
two latter. To find the magnitude of P, consider the driving 
pulley as similarly in equilibrium and lay off, in the second tri- 
angle, ai = 7", and draw ad and at parallel to the lines of action 
of P and ^2» respectively. The magnitude of the tensions is 
determined in the upper force triangle by resolving the resultant 
7" of the tensions parallel to the lines of action of its components 
7\ and 7]j. The effect of journal friction can be shown by re- 
placing Pi and -^2 '^y reactions passing through the centres of 
the respective journals, and drawing the corresponding sides of 
the force triangles parallel thereto, which will give the values, 
excluding journal friction, of P, T, 7\, and T'j, for the same 
resistance W. 

125. Rolling Friction. As compared with sliding friction, 
rolling friction is immaterial in magnitude. The principles 
which govern its action are not clearly understood. It differs 
from sliding friction in this, that the coefficient of friction of the 
latter may be assumed to be dependent only on the nature of 
the materials in contact, while, with rolling friction, there is an 
added factor in the diameter of the rolling cylinder. The latter, 
in very soft materials, makes an indentation or rut, so that the 
resistance to movement is due to both the weight on the roller 
and the work necessary to displace material in indentation. 
With all other bearing materials, elasticity acts in greater or 
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less degree, tending to produce surface friction where the ma- 
terial closes in at the front and rear of the indentation. Since 
the greater the radius, the flatter the arc of a wheel, it is evident 
that the depth of the rut made by the latter is affected by its radius. 

These considerations lead to the general formula : 

P = eWjr, 

whose results must be considered as very approximate. In this 
formula P is the force necessary to draw the roller, r is the 
radius of the latter in inches, W is the weight on the axle, and 
the coefficient e ranges from 0.02 for smooth, hard subtances to 
0.09 for those of opposite character. 

When sufficient force is applied to a roller resting on a plane 
surface to bring it to the limiting condition of equilibrium, i,e., 
when with any increase of force it will begin to roll, the cylinder 
is under the action of the force P applied as draught at its axis, 
the weight W, the latter *s equal and opposite normal reaction 
R^ and a force of friction /^acting transversely to the line of con- 
tact of the roller and plane. The direction of the resultant of 
P and JF gives the line of action of the virtual reaction R\ as 
in sliding friction. The horizontal component of this reaction 
represents the magnitude of the force F. The graphical analy- 
sis is, therefore, similar to that of sliding friction. 

126. Examples. The following examples are given to illus- 
trate or extend the graphic methods given in the preceding 
articles. 

Figure 137 rep- 
resents in diagram- 
matic form the 
ordinary station- 
ary steam engine. 
Only centre lines 
and the friction 
circles are shown, ^^^' ^^* 
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A being the bearing of the crosshead pin, and B and C, those 
of the crank-pin and shaft, respectively. The arrows at the 
friction circles show, for this position of the revolving parts, 
the direction of motion of the rotating member of each turning 
pair, i.e., the two bearings of the connecting rod and the shaft 
in its bearing. Let the crank have clockwise rotation and its 
motion be opposed by a known resistance IV of lever-arm L, 
It is required to determine the net force P — excluding the 
friction of piston rod and piston — exerted in the cylinder at 
this point in the forward stroke. 

From Art. 120, it will be seen that the line of action of the 
thrust T of the connecting rod is tangent to the lower sides of 
the friction circles at A and B, The crosshead is in equilibrium 
under the action of P, T, and the virtual reaction R^' from its 
slipper bearing. This reaction makes the angle of friction with 
the normal to the bearing, and the location of Ri is determined 

by the fact that it must pass 
through the intersection D 
of the lines of action of P 
and 7*. Similarly, the crank 
is in equilibrium under the 
action of T, IV, and the 
reaction R^^ from the shaft 
bearing C, which reaction 
is tangent to the upper side 
of the friction circle and 
passes through the point E 
where W cuts T. In the 
force polygon, lay off ad 
= W, and draw ac and 6c parallel to T and R^\ respectively. 
Similarly, lay off ad and cd parallel, respectively, to P and 
Ri'. Then, ad represents the magnitude of the required force 
P, on the scale adopted. 

Figure 138 represents the upper part of an ordinary screw 







Fig, 138. 



THE GRAPHICS OF FRICTION 263 

jack. The screw A engages the nut B^ fixed in the sup- 
porting frame C\ the load W rests on the swivel- plate D, 
journalled on the screw-head E, the latter being bored for 
the bar by which power is applied to turn the screw and lift the 
load. 

Let the circle of radius r^ be the horizontal projection of the 
mean helix (Art. iiS) of pitch-angle a, on which the two halves 
of the load W may be assumed to be concentrated at two 
points diametrically apart. Lay off the vertical line OG = 
W/2^ draw GK horizontally, and make GOH equal to the angle 
of friction and HOK equal to the pitch-angle. Then, GK rep- 
resents the magnitude of the force of friction, F^ acting at each 
of the points of application of the load W/2 on the mean 
helix. 

Again, let r^ represent the mean radius of friction of the 
collar bearing (Art. 117) between the swivel-plate and head, 
and assume, as before, that the load W is divided and concen- 
trated at two diametrically opposite points on a circle of this 
radius. Then, GH represents the magnitude of the force of 
friction, F\ acting at each of these two points. These two 
couples, when combined, form a resultant couple of force /^" 
and arm d^ which couple measures the resistance of the screw- 
thread and the collar-bearing at the swivel-plate. 

Since it is impossible to make the load W absolutely central, 
there will also be journal friction on the pin Z, on which the 
plate is centred. The amount of this resistance will depend 
on the eccentricity of the load and the resulting normal pressure 
on the pin. If this pressure be known, the frictional resistance 
can be determined by the methods of Art. 1 1 8. 

Professor Hermann * gives the method shown in Fig. 139 for 
finding the relation of load and power, and the tensions in the 
various portions of a chain or rope passing over the sheaves of 
the pair of blocks of a tackle, friction being considered. 

♦ "Graphical Statics of Mechanism," Hermann-Smith, New York, 1904, p. 88. 
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In Fig. 139, the blocks are three-sheaved; the load iV is 
suspended from the lower or movable block A, and the frame 
C of the upper or fixed 
block B is supported from 
above. The rotation of 
the sheaves in raising the 
weight is clockwise, the 
rope winding on at D and 
E, and off at ^and C. If 
the upper or fixed end be 
secured to the hanger C, 
as at 7"j, there will then be 
I seven portions of the rope 
whose tensions, 7"j to Tj, 
are to be determined, the 
last, or that of the hauling 
end, being equal to the lift- 
ing force P. 
Fig. 139. For any two consecutive 

sections of these seven — one on each side of a sheave of either 
block — the tension in the rope on one side constitutes the load, 
and that on the other, the power for the pair. If R be the ef- 
fective radius of the sheave, r^ that of the block-journal, and / 
be equal to rsin <^ as in Art. 121, or to s as in Art. 122, then, 
from these articles, the relation between the power/ and the 
load w on these two portions, for either a rope or chain, will be : 




H-r^siaifi-e 

At the journal of the lower block, the load IV acts on the 
vertical tangent to the left (Art. 120) of the friction circle; at 
the upper journal the reaction of the support C acts on the 
similar tangent to the right. Again, from the figure, it will be 
seen that the unwinding or power side is the left on the lower 
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block and the right on the upper, the tensile forces in the sec- 
tions of rope or chain acting, in each case, at a distance R-- t 
from the centre, as shown by the full lines ab and cd\ similarly, 
on the respectively opposite, or load, sides of the blocks, the ten- 
sile forces act at a distance R -{• t from the centre. Hence, as 
the lower block is free, it will, when ascending, swing to the 
left for a distance 2 /, as shown in the figure, so that the tensile 
forces shall act vertically. When motion ceases, the block 
swings backward until it is again vertically below the upper 
block ; when the load is lowered, this process is reversed. 

In passing from the fixed end of the rope or chain at the 
upper block to the free or hauling end, its tension is increased, 
whenever it passes over a sheave, in the ratio given by the re- 
ciprocal of the fraction in the preceding equation. Hence, 
starting at the fixed end, the general expression for the ratio 
between the tensions in two consecutive sections is 

T^ ^ R — r^sm(f> — t 
Tn^i R -\-r^^\n<f> + t 

In the left-hand figure, draw the horizontal line HK, cutting 
the lines of action of the rope tensions ab and cd at K and H, 
respectively, and those of the load IVsind the reaction from the 
upper bearing at O2 and ^j, respectively. Then, I/K= 2 R, and 
the distances : 

Hoi = K02 = R — r^sm<f>^ t^ 

0^0^ = 2 rj sin <^ 4- 2 A 

Ho^ = Ho^ -f- ^1^2 — ^H = i? + r^ sin <^ + /. 

Assume that the tension T^ in the first section from the fixed 
end is known and is equal to //, 1 on the line cd. From i draw 
through 0^ the line i, 2, cutting the line ab at 2. Then K, 2 is 
equal to the tension T^ in the next succeeding section, for the 
triangles H, i, 0^ and K, 2, 0^ are similar, and 

H,i _ Ho^ _. R — r<ism(f>—t __ 7\ 
if, 2 "" A\ "" /? 4- ^1 sin ^ + / T^' 
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Continuing in the right-hand diagram, draw from the point 2 
through ^2 ^^ 1^^^ ^> J> ^^d> ^y similar reasoning, //", j is the 
tension Tjj in the third section. In the same way, AT, ^ = 7"^, 
i/, 5 = T^y K,6=s, T^y and //i 7 = T^^ P are found. The sum 
of the tensions, 7\ to 7^, inclusive, which is the line LM, is 
equal to the load Wj while the force P is on the same scale 
equal to MN. 

Since the distances Ho-^, Ho^^ Ko^t and Ko^ are constant for 
any system of sheaves, such as is shown in the figure, it is evi- 
dent that the ratio MNjLM is constant, and that any value of 
7\ may be assumed in finding the ratio. When the latter is 
determined, the value of /*, for any value of W^ is given by the 

expression, 

P^ W' MNJLM. 

Figure 140 represents the pitch cir- 
cles of a train of spur gears, A^ /?, 
and C, with involute teeth. The power 
applied to the driving gear A is equiv- 
alent to a force P of arm L ; the re- 
sistance acting on the gear C is equal 
to a force fFof arm L\ Assuming 
friction at the wheel journals and 
between the engaged teeth, it is re- 
quired to determine the magnitude of 
the force P for a known resistance W'. 
The driving gear A is in equilibrium 
under the action of the force P^ the 
reaction T^ from the teeth of gear B^ 
and the virtual reaction R^ from the 
bearing. By Art. 123, the reaction T^ is 
parallel to the line aal passing through 
the point of tangency of the pitch cir- 
cles, the distance of 7\ from the centre 
Fi«. 140. of A being greater than that of aJ by 
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the amount given in the article cited. The lines of action of 
P and 7*1 intersect at ^, and the reaction R^ drawn from c is, 
by Art. 120, tangent to the lower side of the friction circle. 

The intermediate gear B is in equilibrium under the action of 
the force 7\, the reaction T^ from the teeth of gear C, and the 
vertical reaction R^ from the bearing. Since the gear B is the 
driver for gear C and its motion is opposite to that of gear A^ 
the reaction T^ has, by Art. 123, the direction and location 
shown in the figure, being parallel to the line bV passing through 
the point of tangency of the pitch circles. The lines of action 
of 7^ and T^ intersect at d, from which point the reaction ^2 ^^ 
drawn tangent to the lower side of the friction circle. 

The driven gear C is in equilibrium under the action of the 
resistance Wy the force T^ and the reaction R^ from the bearing. 
The lines of action of T^ and W meet at e, from which point the 
reaction ^g is drawn tangent to the upper side of the friction 
circle. 

The directions of all the forces acting on the train and the mag- 
nitude of one, the resistance W^ are known. Starting with the 
latter, the force polygon is constructed in the customary way. 

Note. — Within the limits of a single chapter, it has been possible to give 
only a brief review of the general principles of this subject. For the full analyti- 
cal treatment of friction in mechanisms and machines, the student is referred to 
Kennedy's " Mechanics of Machinery " and to Thurston's " Friction and Lost 
Work in Machinery and Mill Work." Professor Gustav Hermann was the 
pioneer in the application of graphical methods to mechanism, and his admir- 
able work, " The Graphical Statics of Mechanism," presents these methods in 
detail, with numerous examples. A summary is also given in Weisbach's 
"Mechanics of Engineering and of Machinery," Vol. Ill, Parti, Section II, 
Appendix. 

PROBLEMS 

94. A bell crank has two arms at an angle of 90°. When at rest, one arm 
is horizontal, the other vertical. The horizontal arm has a weight W sus- 
pended from it by a link joumalled on a crank-pin fitted at its outer end ; the 
power P is applied in a horizontal line at the upper extremity of the vertical 
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arm, the latter being twice the length of the horizontal arm. Find the mag- 
nitude of P for a given value of W^ when the bell crank has rotated through 
45% considering the friction at the bearing of the bell crank and that at the 
link-bearing. 

95. Find the relation between the power P and the resistance Wxh^l turn- 
buckle with right- and left-handed screws, considering friction as occurring 
only between the screw-threads and their nuts. 

96. Draw the force polygons for four positions, 90° apart, of the crank of the 
ordinary beam engine with vertical cylinder, such as is used in marine service, 
considering friction throughout except that of the piston and piston-rod. 

97. Draw the force polygon for an eccentric whose rod is directly connected 
with a valve-rod. Consider all friction. 

98. Find graphically the efficiency of worm-gearing. 

99. Draw the force polygon for a Prony friction-brake. 

100. Considering friction, find graphically the forces which must be applied 
during forward and backward movement of a differential pulley carrying a 
known weight W, 

101. Considering friction, draw the force polygon for a horizontal shafl 
resting in a ball-bearing. 



CHAPTER XI 

MOMENT DIAGRAMS FOR SHAFTING 

The stresses to which shafting is subjected are those due to 
bending or twisting, or to both of these actions. Thus, in a 
marine engine, the pressure on each crank-pin and the corre- 
sponding reaction from the adjacent shaft-bearing form a couple 
which can be resolved into a second couple tending to bend the 
shaft, and a third which acts to twist it. The torsional moment 
thus produced by one or more cranks is transmitted through the 
crank-shaft, is resolved into cross-shear at the coupling bolts, 
and again transformed into a twisting moment in the line-shaft, 
where, neglecting the weight, no action but torsion exists. The 
thrust- and propeller-shafts, revolved by torsion, are, in addition, 
subjected to bending, the former by the unbalanced thrust of the 
**horseshoe" bearing, the latter by the weight of the propeller 
and the oblique forces from its blades. 

Similar conditions exist in stationary engines and mill work. 
The shaft rests in bearings or hangers, which correspond with 
the supports of a beam. The loads upon it are its own weight, 
and, between two or more bearings, those of pulleys or a fly- 
wheel with their belt-tensions, or the thrust of the connecting- 
rod on the crank-pin. These loads tend to bend the shaft, pre- 
cisely as with a beam, except that, since the shaft revolves, there 
is a reversal of bending stress in each fibre during each revolu- 
tion, and, further, the action of the belts may cause a swaying of 
the shaft, with a similar, but momentary, reversal of stress. 

Finally, the ordinary shaft is twisted between the driving mem- 
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ber, as a crank or pulley, and the driven member, a pulley, gear, 
or fly-wheel, and this twisting produces a torsional shearing stress. 

These two actions, bending and torsion, must, in any event, be 
examined separately. In finding the required diameter of a 
section of shafting for given conditions, the character and 
locations of the loads determine as to which of the two stresses, 
or both, are of importance. Thus if, in mill work, there are no 
pulley or other loads between adjacent hangers and if the 
diameter is relatively small and the shaft is not deflected other- 
wise than by its own weight, the latter may be disregarded and 
the torsional stress alone considered, the diameter being made 
large enough, however, to prevent the twist of the shaft exceed- 
ing I® in an axial length of about 20 diameters. 

If, on the other hand, pulleys with heavy belt-tensions are 
located on the section at such a distance from the nearest hanger 
as to make the bending effect of their loads marked, the stress 
due to torsion may be immaterial as compared with that from 
flexure. The shaft may, therefore, be either designed for bend- 
ing only, with a limitation in deflection under load to at least 
l2^oiJ of the length between bearings, or, for greater accuracy, 
the combined effect of bending and twisting may be determined 
by the formulas of Rankine or Grashof (Art. 50), and the diam- 
eter of the shaft found for the resultant stress. 

In any event and for all classes of shafting, the limit of safe 
working stress should be fixed by the character of the strains to 
which the shaft is subjected from bending, twisting, and 
the frequency of stress-reversal. 

127. Shear and Its Resultant Stresses. As stated previously, 
the twisting of a shaft develops shearing stress on planes 
normal to the axis. The magnitude and effect of the vertical 
shear in beams has been discussed (Arts. 55, 56). It will now 
be shown that shearing force cannot exist alone, but that, 
for equilibrium, there must be resultant stresses produced by it 
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{a) Horizontal Shear. Let abed. Fig. 141, represent one face 
of a cube of unit length, subjected on the sides ab and cd to the 
vertical shear V^ which is assumed to 
be of equal intensity on both of these 
sides. The two forces Fform a couple 
whose arm is unity and which acts to 
cause clockwise rotation of the cube. 
For equilibrium, an opposing couple 
must exist whose forces F' have the f^ yf 

same magnitude as V, since the arm is fig. 141. 

of the same length in both cases. The principle that the verti- 
cal shear always produces thus a horizontal shear is general. 
If the sections ab and cd be considered as indefinitely near each 
other, the effect of the weight of the material between them 
may be disregarded, and the two forces V will be equal to each 
other and to V, 

(Jf) Tension and Compression Due to Shear, The resultant of 
the forces Fand F' at a and </ is a tensile force acting to part 
the cube on the diagonal plane be. Similarly, the resultant of 
these forces at b and ^ is a compressive force normal to the 
plane ad. The magnitude of these resultant forces depends on 
the angle 6 of the diagonals ; it is a maximum when B = 45°. 
Its intensity, i,e,, the tensile or compressive unit-stress, is equal 
to the corresponding resultant force, divided by the area of the 
diagonal plane whose trace is ad or be, 

(c) Coefficient of Elasticity for Shearing, There is a definite 
relation between this coefficient (Art. 53) and those for tension 
and compression, the value of the former being about two-fifths 
of those for either of the two latter stresses. For cast iron, 
wrought iron, and steel, E, for shearing, is 6, 10, and 1 1 millions, 
respectively. 

128. Torsion. Figure 142 represents a counter-shaft, supported 
by hangers at A and B, carrying driving and driven pulleys, C 
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and /?, respectively, and rotating in a clockwise direction when 
viewed from the right. Each pulley is placed against its adja- 
cent bearing, so that, for the length / between pulley-centres, 




Fici. 14a. 

the shaft is virtually subjected to torsion only, if its weight be 
disregarded. This section is shown below to an exaggerated 
vertical scale. The shaft is solid and cylindrical. The effect 
of the driving pulley is equivalent to that of a force P with 
lever-arm / ; the driving and twisting moment is hence 

Let be be a line scribed parallel to the axis when the shaft is 
at rest. When motion begins, the load on the belt of pulley D 
holds the left end back, the belt-tension on C pulls the right 
end forward, and the shaft is twisted, so that, when uniform 
motion is attained, the line be assumes the spiral form shown 
approximately by the dotted line be. The consequent radial 
displacement is represented on the elevation to the right, an 
elementary area «, originally on the radius of^ moving, through 
the angle <^, to a^ with radius of. Within the elastic limit, the 
angles ebe and ^ increase with the moment Pp ; if the length / 
be extended, <^ will grow proportionately for the same twist, 
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while ebc remains constant. The angle ^ is the angle of torsion 
of the section at ecy with regard to that at b. 

Assume that the section of length /, instead of being a solid 
cylinder, is composed of a number of thin circular plates strung 
on the axis, and let the line be be scribed as before. Then, 
shift the plates until the points thus marked form the spiral be. 
It is evident that each plate must move, with regard to the 
next one to the left, by the amount of increase of the angle of 
torsion for that section. If now the plates be considered as 
indefinitely thin, the transverse motion and distortion which are 
thus required will reduce torsion, in effect, to shearing force 
applied normally to the radii of the shaft. Since the latter is 
uniform in cross-section throughout, and since that cross-section 
is circular, it is evident that the relations of shearing stress and 
deformation are the same for all cross-sections and for all ele- 
mentary areas of the same radius in the same cross-section. 

{a) Unit Shearing Stress. Consider any section as EEy dis- 
tant X from the left-hand end, and an adjacent section distant 
dx to the right of it. Let r^ be the external radius of the shaft. 
In twisting, the section to the right will rotate with regard to 
the other section, through the angle dtf), or the arc r^d<f>, which is 
the total deformation at the radius r^ and through the axial dis- 
tance dx. Hence : 

unit-deformation s at radius r. = r/-^= r.% 

dx I 

in which <^ is taken in circular measure. 

Let S* be the unit shearing stress at the radius r^ and E be 
the coefficient of elasticity for shearing. Then, by the definition 
of £'(Art. 53): 

S,^Es=^Er.^^ErX 

dx I 

The stress is hence directly proportional to the radius. The 
stress 5/ at the radius r is then : 
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{b) Moment of Resistance. Assume a concentric annulus in 
the cross-section EE, of width dr and radius r. Then : 
Area of annulus = 2 Trr x dr^ 

Stress on annulus = 2 irrdr x SJ = • f^dr^ 



^1 



Moment of stress about axis 



is= 1^^ . ^^/r X r= ?^^ . r«^r. 



^1 ''1 



The moment of resistance to shearing of the entire cross- 
section at EE is the summation of the moments of the series of 
concentric rings of width dr, extending from the centre outward 

Hence : 

Internal resisting moment = ^ * I Vrfr = ^ * ^ = — ^, 

in whichyis the polar moment of inertia (Art. 49) of a circular 
section, and c=r^ is, as in beams, the distance of the most remote 
fibre of the cross-section of the shaft from the centre of gravity 
of that cross-section. 

(c) Relative Resistance to Bending and Shearing. From the 
above and by Art. 62 we have : 

Moment of resistance to torsion = S^J/c, 
Moment of resistance to bending = SI/c, 

in which / is the rectangular moment of inertia of the cross- 
section. For a circular section, y = 2 /. Hence, if 5, = 5, the 
resistance of the shaft to torsion is twice that to bending. This 
is true also for hollow shafts. 

{d) Hollow Shafts. The formula deduced above for the re- 
sisting moment to torsion is general, if the proper values of J 
and c be substituted in it. For : 
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m 

Hollow cylindrical shaft, external diameter, d^ ; internal, d; 

Solid cylindrical shaft of diameter d^,, / = — • d.\ 

32 

The distribution of the material of a solid shaft is uneconomi- 
cal with regard to torsion, since the resisting stress is a maxi- 
mum at the outer surface and falls to zero at the centre. The 
core removed from a hollow shaft is, therefore, virtually ineffec- 
tive in resistance, and such shafts are stronger than solid shafts 
of the same sectional area. From the values of /, as given 
above, it will be seen that the angle of torsion of the hollow 
shaft is the difference between those of two solid shafts of diam- 
eters di and d, respectively. 

(e) Angle of Torsion. For the section at ecy distant / from 
that at b^ we have : 

.l/, = 5/and5, = ^, 
c I 

in which c=^r^ and <^ is in circular measure. Substituting and 
solving : 

^ EJ 

For a section distant x from ^, the corresponding value of the 
angle of torsion in circular measure will be found by substitut- 
ing X for /. In angular measure, this expression becomes for : 

Solid shaft, .^= 5^^'-^' 



Hollow shaft, ^= 



584 1 Mi 



E(d^ - </*) 



129. Torsion and Bending Combined. — If, Fig. 143, a tensile 
force P be applied to the bar ab, this force can be resolved into 
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tensile forces normal to, and shearing forces along, any plane, 
as cd, not normal to, nor coinciding with, the line of action 

of P. Similarly, if P were com- 
pressive, there would be compres- 
sive forces normal to, and shearing 
forces along, the plane cd. Hence, 
when a tensile or compressive force, 
Fig. 143. as Py is applied to a body, a shear- 

ing force V^ exists on any plane, as cd, inclined to the line of 
action of the force at an angle less than 90^. This result is 
the converse of, and follows from, the principles established 
in Art. 127. 

Again, assume, as in Fig. 144, that the bar is a parallelo- 
pipedal element, subjected to both a tensile force P and 
a vertical shear V, By 
Art. 1 27 (^), there will exist 
also a horizontal shear V\ V 
These three forces can be 
resolved normal and parallel 
to the diagonal plane ab^ 
giving a tensile force T'and 
a shearing force F^, along the ^'^* '*** 

diagonal, each of the two latter forces reaching a maximum 
with a certain value of <^, the angle of inclination of the 
diagonal. Equations (i) and (6), Art. 50, give the maximum 
resultant tensile and shearing unit-stresses, respectively, as 
deduced from these considerations; and equations (7) and (2), 
the equivalent twisting and bending moments for bodies of 
circular cross-section, as a shaft. 

When a shaft is subjected to torsion only, the maximum 
tensile stress acts, as in Fig. 141, on the diagonal at an angle 
of 45° with the axis. If, in addition, the shaft be bent by ap- 
plied loads which produce axial tensile and compressive stresses, 
the angle of maximum tension becomes greater than 45^ ; and, if 
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the shaft yield, the fracture, while still spiral, will be more nearly 
transverse to the axis than a similar fracture from pure torsion. 
When, as is usual, it is necessary to consider both stresses in 
determining the diameter of a shaft, the resultant or equivalent 
moment, either for twisting or bending, can be found by the 
methods of Art. 50. The diameter is then made large enough 
to keep the corresponding stress within safe working limits. 

130. Axles. The term 'axle' is somewhat elastic in general 
application. In the examples which follow, it will be restricted 
to short lengths of revolving or oscillating shafting, which do 
not transmit power by torsion and which, therefore, are sub- 
jected to bending only from the loads carried. Under these 
conditions, the axle is essentially a beam, except that, when 
rotating, there is a reversal of stress in every fibre during a 
complete revolution. There are three cases : the load may act 
normal to, inclined to, or parallel with the axis. 

(a) Load Normal and between Journals. Fig. 145 represents 
an axle with journals at A and B and carrying a vertical load 
P at C, the centre of 
the hub-seat. The re- 
sultants, /?! and R^y of 
the upward pressures 
on the journals are as- 
sumed to act at the 
respective centres of 
the latter. From a, on 
the line of action of R^, 

lay off ae = /*, and to fig. 145. 

d, where the horizontal line ab meets the line of action of R^y 
draw eb intersecting the line of action of P at O, Project O to 
/on ae. Then,/z = R^, since, taking moments about B: 

PxBC^R^xAB, 
whence, P:R^::ae\cO\af. 
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Similarly, ef^ R^, Taking O as the pole, draw the rays Oa and 
Oe of the force polygon, and the corresponding equilibrium 
polygon aOb is the bending moment diagram (Art. 41). The 
product of any ordinate, as^, of this diagram, by the pole-dis- 
tance Ofy is the bending moment at the corresponding section 
of the axle. 

Since the bending moment is a maximum under the load, the 
necessary diameter of the shank of the axle decreases from the 
hub-seat to the journal. Let d be the diameter of the shank at 
the distance x from the line of action of Ry Then (Arts. 57, 
62), the bending moment at ;ir is : 

M^R^y.x= SI/c = Sird^lz2, 

and, considering the stress 5 as constant throughout, x varies as 
d^. Hence, for uniform strength with a circular cross-section, 
the form of the shank should be that of the cubic parabola 
shown by dotted lines. 

{ti) Load Normal and Outside the Journals. Fig. 146 repre- 
sents an axle journalled at A and B^ and carrying a vertical load 

/* on a hub-seat C 
B _ ^ to the right of the 

right-hand journal 

It is evident that the 

reaction R-^ will be 

downward, and that 

R^ at B will act 

upward. Draw the 

horizontal line abf 

through the lines of 

action of the forces ; 

f 'G- '46. from a, lay off ae^P, 

and through by draw eb intersecting the line of action of P at c. 

Project c X,o d on ea prolonged. Then, da^Ry for, taking 

moments about B: 
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PxBC=RiXAB, 
whence, P-.R-^wAB-.BCwae-.cf-.ad. 

From any pole O on cd, draw the rays Od, Oa, and Oe of the 
force polygon, and construct the corresponding equilbrium poly- 
gon and bending moment diagram, DEF. As shown in (a), the 
diameter of the axle at any given point can be found from the 
ordinates of this diagram, if a proper value of the working stress 
5 be assumed. 

{c) Load between Journals and Inclined to Axis. Fig. 147 
represents an axle having the hub-seat between the journals. 




A and B, and the line of action of the load P inclined to the 
axis by the angle 6. 

Resolve the force P into vertical and horizontal components, 
P^ and /*j, respectively. The former acts to hend the shaft ; the 
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latter to produce horizontal thrust oa the hearing A and on the 
collar at C. On the lines of action of R^, P-y, and Ji^, draw any 
triangle, as EFG. This triangle is the equilibrium polygon for 
these forces. From any pole O, draw the rays Oa, Ob, and Oc, 
parallel respectively to the sides EF, FG, and GE. Then, 
ab = /*!, ca = /e,, and be = R^. 

The inclined force P produces a downward thrust /*, on the 
left end C of the hub-seat and an upward thrust P^ at the other 
end D. The true vertical forces acting on the axle are then ^|, 
J?j, P^ and P^. The force /*, is evidently the difference between 
the forces P^ and P^, and the three forces are in equilibrium. 
Hence, construct the equilibrium polygon, Oa'b', on the lines of 
action of /*i, P^ and P^ with O'a' and ffb' parallel, respectively. 
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to Oa and Ob ; and, from O^ draw Oa!^ parallel to a^b\ Then, 
aoi^ = P^ and a!^b = P^, Prolong EFXo H on the line of action 
of Pg, and, from //, draw ZTAT parallel to a!b\ The equilibrium 
polygon and bending moment diagram for the forces P^ and P^ 
and the reactions R^ and ^2 is then EHKG. 

(a). Load between Journals and Parallel to Axis, Figure 148 
represents an axle driven by friction gearing, which produces a 
horizontal thrust P at the distance a from the axis. The driven 
wheel C is keyed on a boss of length by between the journals A 
and By the latter being distant / from centre to centre. 

The force P develops an equal and opposite reaction P^ from 
the bearing of the journal A, the two constituting a couple 
(Art. 27) of arm a. Similarly, the pressure of the axle is down- 
ward at the left end and upward at the right. Hence, the reac- 
tions, R^ and R^^ are, respectively, upward and downward forces, 
are equal, and form a couple of arm /. The axle is in equilibrium 
under the action of these opposing couples. Therefore 

To determine the magnitude of R^ — R^, lay off cd^a and 
ce = /, and draw de. From dy set oS. df=^ P parallel to ce and 
draw^ parallel to cd. Then, the triangles cde 2XiAfgd are simi- 
lar, and fg=R^=: R^y since : 

fg\fd\ \cd\cey 
or R-^', P\\ a\l, 

and R^x l^ P xa. 

The force P also produces, and is equivalent to, a downward 
thrust P^ at the left end, and an upward thrust P^ at the right 
end, of the hub-seat. These two forces form a couple of arm b. 
The axle is in equilibrium under the action of the two opposing 
vertical couples, R^y R^ and P^, P^- Hence : 

R^ xl^P^y^b, 
To determine the magnitude of P^ = P^^ lay off cA = b and 
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ck = Ry Draw he and km parallel thereto. Then the triangles 
che and ckm are similar, and cm — P^=^ P^. 

On the load-line /^, lay off «/ = R^ and ng = P^. Then, 
f*n = R2 and qn = P^. From any pole O, draw the rays On, Op^ 
and Oq, and construct the corresponding equilibrium polygon 
and bending moment diagram, DEFG, The side DG is parallel 
to the ray On, DE and FG to Op, and EF\.q Oq, 

{e) Load Overhung, When, as in Fig. 149, the line of action 
of the load P does not pass through the centre of gravity of the 




Fig. 149. 

bearing area, the leverage of the load causes an upward thrust 
at one end of the hub-seat and a downward thrust at the other, 
with also, if the moment be sufficient, reactions which are re- 
versed similarly. 

In Fig. 149, draw any triangle, as EFG, with vertices on the 
lines of action of R^, R^, and P, This triangle is the equilibrium 
polygon for these three forces. On the load-line, lay off ab^ P\ 
from a and b, draw aO and bO, parallel to EG and FG, respec- 
tively, and intersecting at the pole O of the force polygon; from 
O, draw Oc parallel to Ef. Then, ca = R^ and be = R^, The 
force P has thus been resolved into two parallel forces (Art. 25) 
on the same side of P, one with, the other against it 



MOMENT DIAGRAMS FOR SHAFTING 283 

The force P is also the resultant of the upward thrust P-^ and 
the downward thrust P^ at the ends of the hub-seat. The mag- 
nitude of these two components of P can be determined by the 
same method as that just given for R^ and R^, Prolong the 
line of action of P^ until it intersects the side EG at H\ simi- 
larly, let the line of action of -Pj intersect GF prolonged at Z. 
Connect H?j\A L. Then, the bending moment diagram for the 

forces -ffj, i?2» ^i» ^^^ -^2 ^^^ ^^^ ^^'^ ^s EHLF, From (9, 
draw Od parallel to HL, Then, ad^ P^ and db = P^, their dif- 
ference being P = ab. 

{f) Multiple-loaded Axles, If an axle carries two or more 
loads whose lines of action lie in the same plane, the bending 
moment diagram for flexure in that plane can be drawn by the 
methods of Art. 42 {a). When the lines of action are in planes 
inclined to each other, the moment diagram for bending in any 
given plane can be constructed as described in Art. 42 {b). 

Thus, Fig. 60 shows a vertical force W and a force P^ inclined 
by the angle 6 to the vertical, the lines of action of both forces 
being normal to the axis AB of the axle. With regard to the 
final reactions, R^ and R^j at the bearings A and B^ it should 
be noted that the partial reaction, due to W at either bearing 
and as given by the force polygon, lies in a vertical plane, while 
that due to P is inclined by the angle 0, The final reaction is 
hence, in magnitude and direction, the resultant of the two par- 
tial reactions corresponding with it, when they are inclined to 
each other by this angle. If the line of action of a force is not 
perpendicular to the axis, its component normal to the latter 
should be used in constructing the force and equilibrium 
polygons. 

131. Shafts for Power Transmission. As has been stated, a 
power shaft is subjected to torsion and also to bending from its 
own weight, from those of any pulleys, gears, etc., which it may 
carry, and from the pull of belt-tensions. Each of several such 
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loads may act to produce bending in a different plane from those 
of the others. 




Fig. 150. 



Thus, Fig. 1 50 represents a shaft supported in bearings at 
A and B, driven by the pulley C to the right of B, and driving 
the pulleys D and E between the journals. The latter pulleys 
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are assumed to be belted to others vertically beneath them, 
while the axis of the driver for C is parallel to, and in the same 
horizontal plane as, the shaft AB. Therefore, as shown \)y{A\ 
the shaft is acted on by the vertical bending forces, P^^ P^^ and 
W, which are, respectively, the weights and belt-tensions of 
pulleys D and E and the weight W of the pulley C and of one- 
half of its belt ; the corresponding vertical reactions are RJ and 
RJ\ In a horizontal plane, as shown by (5), the bending force 
is the resultant P of the belt-tensions of pulley C, the corre- 
sponding horizontal reactions being Rf! and R,l\ The resultants, 
Ry^ and R^, of these two sets of reactions are obtained as shown 
hy\C)ior B^. 

The two force polygons are drawn to the same load-scale and 
with the same pole-distance. The equilibrium polygons V and 
H are, respectively, the bending-moment diagrams for the ver- 
tical and horizontal forces, while polygon R is the combined 
bending-moment diagram, or the resultant of f^and H. To ob- 
tain any ordinate, as r, of diagram i?, lay off horizontally from, 
the similar ordinate y of F, the corresponding ordinate x of H : 
r is then the resultant of x and y. 

The shaft is also subjected to torsion from C to Z? ; from C 
to -£", the twisting moment is that required to drive both of the 
pulleys E and D ; between the two latter, the moment is equal 
to the driving moment for D only. This twisting moment is 
represented by the diagram defghk^ the scale being the same as 
that of the bending moment 

Diagram E gives the equivalent bending moments at all sec- 
tions of the shaft, /.^., at each section, the bending moment 
which is equivalent in stress to the aggregate of the three other 
moments. The method of constructing this diagram is based 
on equation (2), Art. 50. With any point m on the axis kd as 
a centre, revolve the torsion semi-ordinate mn to the horizontal 
at mp; and from ^, the middle point of the corresponding 
bending ordinate, draw qp. Then, pq + qs^ n^s\ the resultant 
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ordinate for diagram E. The maximum ordinate of the latter 
diagram determines the diameter of the shaft, a suitable value 
being fixed for the working stress. 

132. Sliaft vltb Single Overhnog Crank. Fig. 1 5 1 represenU 
a crank shaft, journalled at A and B, and having an overhang- 




Fii!. 151. 

ing crank whose arm or web BC is perpendicular to the axis of 
the shaft. For simplicity, no load is shown, the power trans- 
mitted through the shaft being assumed to be delivered as a 
twisting moment at the left-hand end. 

The bending fbrce of the thrust or pull P of the connecting- 
rod acts on the shaft in a plane passing through the axis of the 
latter and parallel to the rod. The torsional moment in the 
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shaf ty as drawn, is uniform throughout and is equal to P x /, in 
which / is the effective radius of the crank. The latter is 
a cantilever, and, as the load P is applied eccentrically, the 
tendency is not only to bend the crank but to twist it about the 
neutral axis bc^ when the engine is not on either Mead centre.' 
The crank pin is also a cantilever, loaded at the middle of its 
length with P. 

The maximum effects in bending and twisting combined are 
produced when the force P is at right angles with the crank, 
which is the position shown by full lines in Fig. 152, where Q 
is the total pressure on the piston, P is the thrust on the crank 
pin, and /?, the resultant 
of the reactions from the 
shaft bearings, is equal 
and parallel to P and op- 
posed to it in direction. 
To simplify the diagrams 
of Fig. 1 5 1 , the forces P ^^''' '5^- 

and R^ with regard to their bending action on the crank pin 
and the shaft, are assumed to be revolved through 90°, as 
shown by dotted lines in Fig. 152, and to act in the plane of 
the crank, this change evidently having no effect on the flexure 
of these two members. In the bending and twisting of the 
crank and in the torsion of the shaft, however, P is considered 
in its original direction. 

{a) Shaft, Lay off the line abed representing the neutral 
axes of the shaft, crank, and crank pin. The forces acting to 
bend this composite beam are P applied at the centre of the 
crank pin, and, in the same plane as P, the reactions R^ and R^ 
from the shaft bearings; the magnitude of P is known and 
those of the reactions are given by the force polygon. The 
bending moment diagram is aef\ the ordinates of this diagram 
fromyto ware proportional to the moments on the crank pin, the 
remaining ordinates, from w to ^, to the moments on the shaft 
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The twisting moment acting on the shaft from ^ to ^7 is equal 
to P X p. In the partial force polygon for P, the abscissa p 
has the ordinate T which, on the same scale as that of the 
bending-moment diagram, is equal to Pf^ since, in the force 
polygon : 

T:P::f:H 
TxH^Pp, 

i.e., as T and any ordinate of the bending-moment diagram must 
each be multiplied by the pole-distance H to obtain the numeri- 
cal value of the moment, the two ordinates are drawn to the 
same scale. The rectangle akmb of height T therefore repre- 
sents the twisting moments on the shaft. The diagram for the 
equivalent bending moments on the shaft is ane^qb ; it is drawn 
by the methods given in Art. 131. 

(b) Crank Pin. The pressure of the connecting rod on the 
crank pin is assumed to be uniform throughout the length of 
the pin, and may therefore be considered as concentrated in the 
force P at the middle. The corresponding bending moments 
are shown proportionately by the ordinates from / to ^ in the 
bending moment diagram. In addition to this bending, there 
is a cross (vertical) shear at the inner end of the pin, and, when 
the engine is on either * dead centre,* flexure of the crank in the 
plane of the line of action of P, 

(c) Crank. As has been stated, the force P, with regard to 
the crank, is considered to be at right angles with the latter, as 
shown in full lines in F'ig. 152. The bending moment on the 
crank is then zero at the outer extremity c and is equal to P xp 
at the inner end b. The diagram of bending moments is there- 
fore cbry in which, on the same scale as that of the previous 
diagrams, br=Pp= 71 The bending moment at any section of 
the crank is equal to the product of the pole-distance If by the 
length of a line drawn at the given section, parallel to br and 
extending from cb to cr. 
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The force P^ when at right angles to the crank, also acts to 
twist the latter on its neutral axis be with a lever-arm / equal to 
the distance between the line of action of the force and this 
neutral axis. The twisting moment is then /* x /, which, by the 
reasoning given previously, is seen to be equal to the ordinate / 
in the force polygon. This torsional moment is uniform through- 
out the length of the crank and is represented by the rectangle 
icsv of height /. The twisting moment at any section of the 
crank is therefore the product of H by the length of a line 
drawn at the section, parallel to cs and between be and sv. The 
diagram for the equivalent bending moments on the crank is 
cbxy ; it is constructed as described previously. 

133. Shaft with Single Crank, Overhung and Offset. The 
crank shaft shown in Fig. 153 is, with one exception, the same 
as that of Fig. 151. The bearings of the two shaf ts» are the 
same distance apart and the cranks have the same effective 
radius / ; but, in this case, the crank is not perpendicular to the 
shaft, being offset so that its neutral axis makes an angle of 60° 
with that of the shaft. As before, in examining the bending 
moments for the shaft and crank pin, the line of action of the 
load P on the pin is assumed to lie in the plane of the crank, 
while, with regard to the bending of the crank and the twisting 
of the latter and of the shaft, P is taken as perpendicular to the 
crank, as shown by full lines in Fig. 152. 

{a) Shaft and Crank Pin, The bending-moment diagram for 
the forces Py R^, and R^, acting on the shaft and pin, is aef. 
The portion ^^7«; gives the moments on the crank pin; the part 
ab/ie shows the moments on the shaft from ^ to ^; and the 
remainder, from bh to gw, the bending of the crank when the 
force P is in the plane of the latter. The twisting moment 
on the shaft is Pp—T, as before. The diagram of twisting 
moments is akntb, and that for the equivalent bending moments 
on the shaft is ne^qb. 
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(d) Crank. When the force /* is, as drawn, in the plane of ' 
the crank, the bending moment on the crank at the inner end 
of the crank pin is represented by the ordinate wg, and that at 
the inner end of the crank by bh = bh'. From the following, it 
will be seen that, when the line of action of /* is perpendicular 




FIG. IS3. 
to the crank, the bending effect on the crank is materially 
greater. 

Thus, from the centre d of the crank pin, draw the perpen- 
dicular tiA= I to the neutral axis be of the crank. The moment 
of P with regard to that axis is then /* X /, and this moment 
can be resolved into a twisting couple acting on the crank and 
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a force tending to bend it As in (A), apply at the point A the 
forces /" and /"', parallel and equal to P and opposed in direc- 
tion to each other. Then, P' and P form a couple of arm / 
which twists the crank on its neutral axis, and P" = P is 3, force 
acting at A to bend the crank. 

The bending moment on the crank is zero at A and at 6 is 
P X A6 = B, whose length is found from the force polygon by 
the method used for T. From 6, lay off 6r= B perpendicular 
to 6c', and draw rA ; from c, erect the perpendicular co to dc 
meeting rA at o. Then, the diagram of bending moments for 
the crank is droc. Laying off / in the force polygon, we have 
the twisting moment /, which is uniform throughout the length 
of the crank. Hence, the diagram of twisting moments is the 
rectangle dcsv of height /. The ordinates representing the 
bending and twisting moments are parallel to vr. The diagram 
for the equivalent bending moments is 6xyc. 

134. Centre-crank Shaft. Figure 154 represents a centre- 
crank shaft with the crank arms perpendicular to the shaft. 
No load is shown, the power transmitted through the shaft 
being assumed to be delivered as a torsional moment at the left- 
hand end. The friction of the bearings and the weight of the 
crank shaft are disregarded. As in Art. 132, the force P on 
the crank pin is treated as lying in the plane of the drawing, so 
far as the bending of the shaft and crank pin is concerned, and 
as perpendicular to that plane and to the cranks, with regard to 
the bending of the latter and the torsion on the shaft, cranks, 
and pin. The line abcdef represents the neutral axes of these 
members. 

{a) Shaft, The bending-moment diagram for the forces P, 
Ri, and -^2 ^^ a//i. The section ef of the shaft acts, through 
the crank de, simply as a support for the right-hand end of the 
crank pin, and is therefore not subjected to torsion, but only to 
the bending whose moments are given by the portion /<?>& of the 
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diagram. Both bending and twisting occur in the section ab. 
The moments for the former are shown by the triangle abg\ 
the twisting moment is /" x/= 7" (Art. 132), and its diagram is 
abmn. This torsional moment extends also from a to the centre 
of the hub-seat at the left, but this part of the shaft will not be 




considered. The diagram for the equivalent bending moments 
on the section ab is an'm'b. 

{b) Crank Pin. The bending-moment diagram is bghke. 
The pin is also subjected to torsion from the force R^, taken as 
acting at the point c, as is shown in (/I). If, as in (5), there be 
applied at e two opposite forces R^ and R^' , parallel and equal 
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to -^2» ^^ change in the conditions of equilibrium will occur. 
One of these forces, R^^ will form with R^ a couple of arm ef 
which will twist the crank ; the other, R^\ will bend the crank 
and twist the crank pin with the lever-arm p. The twisting 
moment is i?^ x/ = /, the value of / being given by the force 
polygon. The twisting-moment diagram is the rectangle bgce 
of height /. The diagram for the equivalent bending moments 
is bg^h'k'e. 

In this torsion of the crank pin, the moment / acts against 
the moment of the forces to the left of it, which may be con- 
ceived as momentarily holding the pin stationary while the 
twisting takes place. Hence, these latter forces should not be 
consideredas producing a similar, but contrary, twisting of the pin. 

{c) Right-hand Crank. The force R^^ acting at ^, twists the 
crank pin through the medium of the crank ed as a cantilever 
fixed at d. Hence, this crank is subjected to bending, the 
moment at e being zero and that at d being ^2 x/ = /. The 
bending-moment diagram is edq. 

The crank is also twisted on its neutral axis de by the force 
7?2 acting at /with the lever-arm ef. The twisting moment is 
R^ X ef=^ i = ek^ and the moment diagram is the rectangle edsv 
of height f. The diagram for the equivalent bending moments 
on the crank is eds^v\ 

{d) Left-hand Crank. This crank is a cantilever, fixed at b 
and bent by the force P acting at c. The bending moment is 
zero at c and P x / = T^tb. The corresponding diagram is cbw. 

The crank is twisted on its neutral axis be by the force R^ 
acting at a with a lever-arm ab. The twisting moment is 
R^y^ab^f — bg, and the moment diagram is the rectangle 
bxyc of height f. The diagram for the equivalent bending 
moments on the crank is bx^y^c. 

135. Centre-cranks, Offset. The conditions for the crank shaft 
shown in Fig. 155 are the same throughout as those for the 
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shaft examined in Art. 1 34, except that the cranks are offset, 
making an angle of 60° with the horizontal, and the shaft bear- 
ings are farther apart in consequence. The pressure P on the 
crank pin is applied as described in Art. 132 and the power 




Fjo. 135. 
transmitted is assumed to be delivered as a torsional moment at 
the left end of the shaft. The line abcdef represents the neutral 
axes of the shaft, cranks, and crank pin. ' The bending-moment 
diagram for the forces P, J?^, and R^ is a/k. 

(a) Shaft. The section fe is subjected to bending only. 
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The moment diagram is eftn. The section ab is under bending 
stress as shown by the moment diagram abg\ it is twisted also 
by the force P with the lever arm /. The twisting moment is 
/> X / = T^ the value of T being given by the force polygon 
(Art. 132). The twisting- moment diagram is the rectangle abqr 
of height 71 The diagram for the equivalent bending moments 
is abqW . The twisting moment T also extends through the 
shaft from a to the centre of the hub-seat on the left, but this 
section of the shaft will not be considered. 

{b) Crank Pin. The crank pin is subjected to bending stress 
from the force P, as shown by the moment diagram nolkh. 
For the reasons given in Art. 134 (b\ it is also twisted by the 
force i?2» taken as acting at the point o with a lever-arm p. 
The twisting moment is R^y. p= t^ the value of / being given 
by the force polygon. The twisting-moment diagram is the 
rectangle nosv of height /. The diagram for the equivalent 
bending moments is nos^t^v\ 

{c) Right-hand Crank, Prolong the neutral axis de until it 
cuts at w the normal to it from the bearing /. Assume, as in 
{A)y two opposite forces, -^2' ^^^ -^a"* ^^^ parallel and equal to 
/?2> as applied at w. Then the forces R^ and R^^ form a 
couple of arm/z£/ which twists the crank on its neutral axis, and 
the force R^y acting at w, bends the crank, as if the latter were 
a cantilever of length dw^ fixed at d. 

The bending moment is zero at w, and at dv&R^y. dw = /', 
as given by the force polygon. At d draw the perpendicular 
dx ^ ^ and connect x and w. The bending-moment diagram 
is edry. The twisting-moment is R^ xfw— /" in the force 
polygon; the corresponding diagram is edd!e\ The diagram 
for the equivalent bending moments is edx'y'. 

(d) Left-hand Crank, Prolong the neutral axis be of the 
crank until it intersects at tf and ^" the perpendiculars drawn 
from A and/, the points of application of the forces P and R^, 
respectively. Then, applying the principle shown in {A)y we 
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have, at the point c\ a force P acting to drive the crank forward, 
and, at the point ^', a force R^ which resists this motion. Also, 
by the principle illustrated in (^), the force /*, with lever-axm 
Ac\ tends to bend the crank on its neutral axis in one direction, 
while the force ^2» ^^^^ ^^® lever-arm /^', produces torsion in 
the reverse direction. 

Since P and R^ act to bend the crank in opposite ways, the 
resultant bending moment is evidently the difference of the 
moments of these two forces. The moment of P is zero at c', 
and at b is equal to /* x bc^ = b^ in the force polygon. The 
moment of R^ is zero at c'\ and at b is equal to ^2 ^ ^^"- -^.s 
fc" is equal to dw, the moment of -^2 ^^ equal to /', as found 
previously in the force polygon. Constructing, as in {B\ the 
two bending-moment diagrams, and subtracting the ordinates 
below the axis be" from those above it, we have the diagram 
bcc^b-^ for the bending moments on the crank. 

Similarly, the twisting moment on the crank is the difference 
of the moments of ^2 ^^^ ^' The moment of the former force 
is ^2 xy^/'. From/ lay off /isr =/c'", and the perpendicular 
ss^ = t^ on fk produced, is the moment of R^, The moment of 
P is P X Ac' = /g, as given by the force polygon. The twisting 
moment on the crank is, therefore, ^1 — ^2 == ^^2» ^^^ ^^^ 
moment diagram is fe^g^a- The diagram for the equivalent 
bending moments is bcc^b^. 
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136. Double-crank Shaft. Fig. 157 gives the front elevation 
of a double- crank shaft, the cranks being at right angles and 
the power being delivered as a twisting moment at the left-hand 

end of the shaft. The 
greatest stresses are de- 
veloped in such a shaft 
when the cranks are in 
the position shown in 
Fig. 156, i.e., the right- 




FiG. 156. 



hand crank AC — the one farthest from the delivering end of 
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the shaft — at right angles with its connecting rod, and the left- 
hand crank nearly horizontal. If P be the total piston pressure, 
'P 



of the connecting rod. It will be seen that, when AC becomes 
vertical, there is but little change in the angle &. Hence, for 
simplicity, the cranks will be assumed to be in the positions, 
Aff and AC, one horizontal, the other vertical. The direction - 
of the corresponding thrusts, P^ and /*,, will then be from right 
to left, the latter in the inclined plane of its connecting rod, the 
former horizontal. Each of these thrusts acts, in its plane, to 
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bend the crank shaft as a composite beam, and to each there 
are corresponding reactions in that plane and from the shaft 
bearings. In Fig. 157 the resultants of these reactions are 
designated R^ and R^. 

(a) Bending-moment Diagrams. These diagrams are super- 
posed in Fig. 157. ADL gives the bending moments in the 
diagonal plane D due to the force /*, ; AHL is the similar dia- 
gram for the force P^ which acts in the horizontal plane ; and 
AMNL is the diagram of combined bending moments, whose 
ordinates are the resultants of those in D and H. The method 
of constructing the latter diagram is shown at {A). For any 
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point, as the middle of the crank pin C, the ordinate k from Hi& 
laid off horizontally, the similar ordinate d from D follows at 
the angle 8, and the resultalit r of the two is the corresponding 
ordinate of diagram R, since both force polygons have the same 
pole distance H. The moments are thus treated as if they 
were forces. The surface of diagram R does not lie in one 
plane, but varies in inclination with the relative magnitudes of 
the corresponding ordinates from D and H. The reaction R^ is 
the resultant of RJ and R^ ; ^, is a similar resultant. 

{fi) Right-Jutnd Section of Sliaft. The section Lk of the 
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shaft is subjected only to the bending shown hy the partial 
bending-moment diagram Lkk', Fig. 157. 

(c) Crank I. The line efgmkL, Fig. 158, represents the neu- 
tral axes of the right-hand crank pin, cranks, and the adjacent 
sections of the shaft. The plane of these axes is vertical. 
The right-hand crank, Fig. 154, is subjected to bending and 
twisting from the action of a single force P. In this case, there 
are two such forces, P^ and P^, and their combined effect is 
not only to produce the same bending and twisting in Crank I, 
but also an additional bending stress in the plane of the crank. 

The analysis of the stresses in a multiple-crank shaft is a 
complex operation. Either of two methods may be followed : 
the assumption of pairs of equa! and opposite forces at any 
given point, as in Fig. 154 (5); or the treatment of the crank 
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shaft simply as a beam, in which case there must be considered 
not only the bending moment at any given point, but also as 
acting there the algebraic sum of the forces to right or left of it, 
i.e., a resultant equal to the * vertical shears ' in the plane of the 
neutral axes of the shaft or in the plane normal to those axes. 
It should be remembered as to this that, under certain conditions, 
a bending moment may cause torsion, since fundamentally it is 
the result of two equal and opposite couples acting at any section 
to rotate in opposite directions the two parts into which that 
section divides the beam. 

In {B\ Fig. 158, lay off the bending-moment ordinates k and 
d from the polygons H and D, respectively, for the point k, the 
inner end of Crank I. The resultant bending moment r has 
horizontal and vertical components h^ and z/j, respectively. The 
bending moment h^ tends to cause rotation of the point >t in a 
horizontal plane, and therefore to twist the crank on its neutral 
axis km. The twisting-moment diagram is the rectangle of base 
km and height h^ The bending moment v^ is simply the mo- 
ment at the section km for bending in a verticcil plane of a beam 
of span AL and depth km at the given section ; this moment is 
uniform at all points in that depth, and the moment diagram is 
the rectangle of base km and height v^ 

Regarding the crank as a vertical cantilever fixed at m, it is 
also subjected to bending in a plane normal to the axis of the 
shaft by the force equal to the shear acting horizontally at the 
point k in that plane ; this shear is the horizontal component of 
the reaction R^, or x^ as found in ( C). The bending moment 
due to this force is zero at k, and at m is equal to the product 
of x^ hy p — km. In (Z?), lay off x^ with the pole-distance H, 
and complete the polygon. Then, the ordinate b\ distant p from 
the pole, is the bending moment at m. The moment diagram 
is the triangle of base equal to km and of altitude b\ The two 
bending moments are perpendicular to each other, and are com- 
bined for any given point by using the hypothenuse of the right 
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triangle which they form as the resultant moment. The diagram 
of combined bending moments is thus ktHm-^k^, Combining (Art 
131) this with the twisting-moment diagram, we have kmm^^ as 
the diagram for the equivalent bending moments on the crank. 

{d) Crank Pin C, This crank pin is subjected to bending, as 
shown by diagram R^ Fig. 157. The partial diagram giving its 
moments is transferred to Fig. 158 2& gfnk^nt. The pin is also 
subjected to torsion by the force equal to x^ acting at k with the 
lever-arm /, the moment, as found previously, being b\ The 
twisting-moment diagram is therefore the rectangle of base gni 
and height b\ The diagram for the equivalent bending moments 
is gf''n'k''m, 

{e) Crank II. The method of analysis is the same as with 
Crank I. The ordinate polygon {E) gives the horizontal and 
vertical components, k^ and z/j* respectively, of the bending mo- 
ment at the inner end/ of the crank, as shown by diagrams H^ 
D, and 7?, Fig. 157. The horizontal moment ^2 twists the crank 
on its neutral axis^; the moment diagram is the rectangle of 
base^ and height h^. The moment V2 is the bending moment 
on the crank in a vertical plane, the diagram being the rectangle 
of base ^ and height v^. The crank is a vertical cantilever held 
at/ by the resultant there of the forces acting on the axis, and 
having the force Pi applied at g. This force acts in the plane 
of the connecting rod at the angle with the horizontal. From 
Fig. 1 56, the twisting moment on the shaft, and hence the bend- 
ing moment at the point/, is : 

Mt = PiXpi = (P/cos 0) {p cos 0) = Pp, 

in which P is the pressure on the piston and/j is the normal 
from A to the line of action of P^, Therefore, in the upper 
force polygon, Fig. 157, lay off p^ and the corresponding ordi- 
nate, ^" = PixPi = Pp. At the point g^ the moment is zero. 
The bending-moment diagram is the triangle of base equal to 
fg and of altitude b^\ Combining the two perpendicular bend- 
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ing moments, we have the final bending-moment diagram .^y,/,. 
This combined with the twisting-moment diagram gives the 
diagram fgg^^ for the equivalent bending moments on the 
crank. 

(/) Middle Section of Shaft. This is subjected to bending, 
as shown by the partial diagram eff't^. Fig. 157. Its twisting 
moment is that produced by Crank II, or P^ y.p^ = b". The 
diagram of twisting moments is therefore a rectangle of base ef 
and height V. The two diagrams, when combined (Art. 131), 
give the equivalent bending moments on this section of the 
shaft. 

{^) Crank III. The line Abcdee-^, Fig. 159, represents the 
neutral axes of the crank pin B and the adjacent cranks and 
shaft sections, all in the horizontal plane. The ordinate poly- 
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gon {F) gives, as before, the horizontal and vertical components 
of the bending moment at e, the inner end of Crank III. The 
polygon (6^) shows the resultant of R^ and P^, the forces acting 
to the right of the point e. The vertical component, ^3, of this 
resultant is a bending force at e. Crank III is subject to : 

Twisting by the vertical component, v^, of the bending 
moment at e which tends to rotate the section at ^ in a vertical 
plane, and therefore to twist the crank on its neutral axis ed. 
The moment diagram is the rectangle of base de and height Vy 
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Vertical Bending from two causes : First, the twisting moment, 
Pp = y on the middle section ef of the shaft, is transferred, 
unchanged in value, to a twisting moment on the crank pin cd. 
There are thus moments of equal value at the points e and rf, 
and the twisting moment ^" acts, in passing through the crank, 
as a uniform vertical bending moment on the latter. The 
moment diagram is the rectangle of base de and height ^". 
Second, the vertical component, y^, of the forces P^ and i?^, to 
the right of the point e, acts at that point as a vertical bending 
force on the crank considered as a cantilever fixed at d. The 
moment of y^ is zero at e, and at d is equal to y^v^ P —y^^ 
whose value is found by the method used in (Z?), Fig. 158. 
The direction of the vertical force y^ at e is upward. Hence, 
that of its reaction at d is downward, i.e,y tending to reverse the 
engine. As the twisting moment Pp — V^ acts to drive the 
shaft forward, the uniform vertical bending moment which it 
produces on the crank must have the opposite sign to that 
developed by the force y^. Hence, the resultant bending 
moment is the difference of the two, and the area of the 
triangle of base equal to de and altitude y^ is deducted from 
that of the rectangle of the same base and the height b^\ the 
remainder being the diagram for the vertical bending moments. 

Horizontal Bending. The horizontal component h^ of the 
bending moment at e causes bending in a horizontal plane, as 
if the shaft were a beam of span A L and of depth de at e. 
The moment is therefore uniform throughout dcy and its 
diagram is the rectangle of base de and height //g. 

Combined Diagrams, The diagrams for horizontal and ver- 
tical bending give, when combined, the final bending-moment 
diagram, dee^dy Combining this with the twisting-moment 
diagram, we have the diagram dee^d^ for the equivalent bending 
moments on the crank. 

{K) Crank Pin B. The bending moments on this crank pin 
are represented by the diagram cb'^'me^ transferred from dia- 
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gram R, Fig. 157. The pin is twisted in the direction for 
forward motion by the twisting moment Pp = ^", transmitted 
from the middle section of the shaft; torsion in the reverse 
direction is produced by the moment y^ at d on the crank de, 
due to the forces to the right of e, as explained previously. 
The twisting-moment diagram is therefore the rectangle of base 
cd and height ^" —^3'. The diagram for the equivalent bend- 
ing moments is c(fm^e^^d 

{%) Crank IV. The ordinate polygon {/) gives the horizontal 
and vertical components, k^ and z/^, respectively, of the bending 
moment at b, the inner end of the crank. From polygon (AT), 
there is found the vertical component, y^, of the forces acting 
to the right of the point b. 

The analysis of the stresses is the same as that for Crank III, 
except that the forces and moments are now considered at the 
point b. The twisting moment on the crank is the vertical com- 
ponent, V4, of the bending moment at b\ the horizontal com- 
ponent, A4, of this moment bends the crank in a horizontal plane 
with a uniform moment throughout ; there are, as before, two 
opposite bending moments in the vertical plane, Pp=zb" (uni- 
form) in one direction and y^ at C, this being the moment of y^ 
which is assumed as acting at b. The diagram of combined 
bending moments is bb^CyC^ and that of the equivalent bending 
moments, bb^ftf, 

{j) Left-hand Section of Shaft. The bending moments act- 
ing on the section Ab of the shaft are shown by the partial 
diagram Abb^" , Fig. 157. The twisting moment is that pro- 
duced by the crank C, or Pp=V\ From these data, the equiv- 
alent bending moments can be found. 

{k) Maximum Stresses. The position of the cranks which is 
assumed in Figs. 1 56 to 1 59, inclusive, is that which will produce 
the maximum bending moments in the entire shaft and the 
greatest twisting moment on the middle section ef Maximum 
torsion occurs in the section ab or power-delivering end when 
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each crank makes an angle of 45*^ with the centre-line of the 
engine. From Figs. 158 and 159, it will be seen that the equiva- 
lent bending stress in the four cranks is the greatest in Crank 
II at the inner or shaft end, and in Crank III at the outer end. 
When a crank shaft of this type is of moderate or large size, 
it is necessary to have a bearing between the two pairs of 
cranks, in order to reduce the bending stresses In such cases, 
the shaft should be treated as a continuous beam, having three 
supports, all on one level. The method of analysis is the same 
as that which has been followed herein, except that there is an 
additional force, in a third reaction from the middle bearing, to 
be considered. 

PROBLEMS 

102. A shaft is driven by two-toone bevel gears located between the 
bearings ; it carries a driven pulley at one end, outside the bearing. Find 
the bending and twisting stresses. 

103. A shaft, carrying a fly-wheel between the bearings, is driven by two 
overhanging cranks, one at each end and at right angles to each other. Find 
the stresses. 

104. Find the stresses in the * Return Crank.' 

105. Find the stresses in the driving axle of a locomotive (outside 
cylinders). 

106. Find the bending stresses in the crank shaft, Fig. 1 57, when there 
is a middle bearing between the two cranks. 

107. Find the stresses in a triple-crank shaft, cranks at 120°. 

108. Find graphically a method of counterbalancing the centrifugal forces 
of a crank shaft having two cranks at right angles with each other. 
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Camber 177 

Cantilever beams 100, 125, 17O1 176 

braced 170 

Centre of gravity SO» 53» 75 

area SS-^i, 75 

line 53 

Centre of gyration 79 

Centroid 50 

Chain friction 250 

Character of stresses 32, 148, 198 

Chords 147 

increment 191, 193 

stress and bending moment 190 

stresses 190, 197, 216, 221 

Coefficients of elasticity 102, 271 

friction 231 

Collar friction 243 

Combined bending moments 72 

Complanar forces, equilibrium 37 

moment of 69 

moment of inertia 83 

Composition of forces 24, 43 

Compression, laws of loi 

Cone, friction 233 

Conical pivots, friction 241 

Cord polygon 32 

Cotterill 124, 256 

Counter-bracing 147, 203 
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moment of 68 

Cranes 173 
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Crescent truss 155 

Culmann 21 
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Deflection curve 124, 129, 132 
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Division, graphic 5 
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joumab 244 

link connections 247 

pivots 239 
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Goodman 124 
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Intersections 189 
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Kennedy 231, 267 
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Load curve 124 
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Polar moment of inertia 93 
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Radius of friction 242 
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Rafters iSS» ^S^ 
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influence diagrams i44 

Reciprocal diagrams 150 
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Stiffness 133 

Stress curves 128 

Stress diagrams 150 
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Substitution, method of 169 
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Surface, neutral 116 

Surfaces, moment 91 

Strut 147 

Sway bracing 177 

Tension, laws of loi 

Through span 177 

Thurston 267 

Tie 147 

rod 155 

Torsion 93, 271 

and bending combined 95, 275 

Totol work •. 228 

Trautwine 156, 178 

Triangle, centre of gravity 55 

force 26-29 

Triangular threads, friction of 239 

Trusses, bridge 176 

roof 146 

Twisting and bending combined 95> 275 

moment 93 

Uniform live load 179 

stresses 180 

Useful work 228 

Vector polygon 27 

Vertical shear 104,106,112,191,198 

and bending moment 1x2, 117, 124 

Verticals, stresses in 191, 194, 198, 211, 213, 219, 223 

Von Ott 8 

Waddell 179 
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Wedge, friction of 234 

Weights, bridge tnisses 178 

roof trusses 156 

Weisbach 252, 267 

Whipple truss 189 

Wind load 161, 179 

stresses 162-164 

pressure 161 

Work — useful, lost, total 22S 
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Berry, W. J. Differential Equations of the First Species. i2mo (In Preparation.) 
Bersch, J. Manufacture of Mineral and Lake Pigments. Trans, by A. C. 

Wright 8vo, 

Bertin, L. £. Marine Boilers. Trans, by L. S. Robertson 8vo, 

Deveridge, J. Papermaker's Pocket Book i2mo, 

Binns, C. F. Ceramic Technology 8vo, 

Manual of Practical Potting 8vo, 

The Potter's Craft i2mo, 

Birchmore, W. H. How to Use a Gas Analysis lamo, 

Blaine, R. G. The Calculus and Its Applications i2mo, 

Blake, W. H. Brewers' Vade Mecuoi 8vo, 

Blake, W. P. Report upon the Precious Metals 8vo, 

Bligh, W. G. The Practical Design of Irrigation Works 8vo, 

Blyth, A. W. Foods: Their Composition and Analysis 8vo, 

Poisons: Their Effects and Detection 8vo, 

Bockmann, F. Celluloid i2mo, 

Bodmer, G. R. Hydraulic Motors and Turbines i2mo, 

Boileau, J. T. Traverse Tables. 8vo, 

Bonney, G. E. The Electro-platers' Handbook i2mo, 

Booth, W. H. Water Softening and Treatment 8vo, 

Superheaters and Superheating and Their Control 8vo, 

Bottcher, A. Cranes: Their Construction, Mechanical Equipment and 

Working. Trans, by A. Tolhausen 4to, 

Bottler, M. Modern Bleaching Agents. Trans, by C. Salter i2mo, 

Bottone, S. R. Magnetos for Automobilists i2mo, 

Bourry, E. Treatise on Ceramic Industries. Trans, by W. P. Riz. . .8vo, 

(In PrcHs.) 

Bow, R. H. A Treatise on Bracing 8vo, 

Bowie, A. J., Jr. A Practical Treatise on Hydraulic Mining 8vo, 

Bowker, W. R. Dynamo, Motor and Switchboard Circuits 8vo, 

Bowles, O. Tables of Common Rocks. (Science Series.) i6mo. 

Bowser, E. A. Elementary Treatise on Analytic Geometry i2mo, 

Elementary Treatise on the Differential and Integral Calculus. i2mo, 

Elementary Treatise on Analjrtic Mechanics i2mo, 

Elementary Treatise on Hydro-mechanics i2mo, 

A Treatise on Roofs and Bridges i2mo, 

Boycott, G. W. M. Compressed Air Work and Diving 8vo, 

Bragg, E. M. Marine Engine Design x2mo (In Prcsi*.) 

Brassey's Naval Annual for 1910 8vo, 

Brewer, R. W. A. The Motor Car i2mo, 

Bright, C. The Life Story of Sir Charles Tilson Bright 8vo, 

British Standard Sections 8x15 

Complete list of this series (45 parts) sent on application. 

Brown, H. Irrigation 8vo, 

Brown, Wm. N. The Art of Enamelling on Metal i2mo, 

Handbook on Japanning and Enamelling iimo, 

House Decorating and Painting i2mo, 

History of Decorative Art i2mo, 

Dipping, Burnishing, Lacquering and Bronzing Brass Ware. . . i2mo, 

Workshop Wrinkles 8vo, 

■^ruce, E. M. Pure Food Tests i2mo, 
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Bmhns, Dr. New Manual of Logarithms 8vo, half morocco, 2 50 

Bnmner, R. Manufacture of Lubricants, Shoe Polishes and Leather 

Dressings. Trans, by C. Salter 8vo, 

Bulman, H. F., and Redmayne, R. S. A. Colliery Working and Manage- 
ment 8vo, 

Burgh, N. P. Modern Marine Engineering 4to, half morocco, 

Burt, W. A. Key to the Solar Compass i6mo, leather, 

Burton, F. G. Engineering Estimates and Cost Accounts • . i2mo, 

Buskett, E. W. Fire Assaying i2mo, 

Cain, W. Brief Course in the Calculus i2mo, 

Theory of Steel-concrete Arches and of Vaulted Structures. (Science 

Series.) i6mo, 

Campin, F. The Construction of Iron Roofs 8vo, 

Carpenter, R. C, and Diederichs, H. Internal Combustion Engines . 8vo, 
Carter, £. T. Motive Power and Gearing for Electrical Machinery . . 8vo, 

Carter, H. A. Ramie (Rhea), China Grass i2mo. 

Carter, H. R. Modern Flax, Hemp, and Jute Spinning 8vo, 

Cathcart, W. L. Machine Design. Part I. Fastenings 8vo, 

Cathcart, W. L., and Chaffee, J. L Course of Graphic Statics. .... 8vo (In Press.) 
Caven, R. M., and Lander, G. D. Systematic Inorganic Chemistry. i2mo. 

Chambers^ Mathematical Tables 8vo, i 75 

Charnock, G. F. Workshop Practice. (Westminster Series.). . . .8vo (In Press.) 

Charpentier, P. Timber 8vo, *6 00 

Chatley, H. Principles and Designs of Aeroplanes. (Science Series.) 

i6mo, 

How to Use Water Power i2mo, 

Child, C. T. The How and Why of Electricity i2mo, 

Christie, W. W. Boiler- waters, Scale, Corrosion, Foaming 8vo, 

Chimney Design and Theory 8vo, 

Furnace Draft. (Science Series.) i6mo. 

Church's Laboratory Guide. Rewritten by Edward Kinch 8vo, 

Clapperton, G. Practical Papermaking 8vo, 

Clark, C. H. Marine Gas Engines (In Press.) 

Clark, D. K. Rules, Tables and Data for Mechanical Engineers 8vo, 

Fuel: Its Combustion and Economy i2mo, 

The Mechanical Engineer's Pocketbook i6mo, 

Ttomways: Their Construction and Working 8vo, 

Clark. J. M. New System of Laying Out Railway Turnouts i2mo, 

Clausen-Thue, W. A B C Telegraphic Code. Fourth Edition i2mo, 

Fifth Edition 8vo, 

The A I Telegraphic Code 8vo, 

Cleemann, T. M. The Railroad Engineer's Practice i2mo, 

Clevenger, S. R. Treatise on the Method of Government Surveying. 

i6mo, morocco 2 

Clouth, F. Rubber, Gutta-Percha, and Balata 8vo, 

Coffin, J. H. C. Navigation and Nautical Astronomy i2mo. 

Cole, R. S. Treatise on Photographic Optics i2mo, 

Coles-Finch, W. Water, Its Origin and Use 8vo, 

Collins, J. E. Useful Alloys and Memoranda for Goldsmiths, Jewelers. 

i6mo o 50 
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Constantine, £. Marine Engineers, Their Qualifications and Duties. . 8vo, ^2 00 

Cooper, W. R. Primary Batteries 8vo, *4 00 

— ** The Electrician " Primers 8vo, *$ 00 

Copperthwaite, W. C. Tunnel Shields 4to, *9 00 

Coreyi H. T. Water Supply Engineering Svo (In Prr^tit.) 

Cornwall, H. B. Manual of Blow-pipe Analysis Svo, *2 50 

Cowell, W. B. Pure Air, Ozone, and Water iimo, *2 00 

Crocker, F. B. Electric Lighting. Two Volumes. Svo. 

Vol. I. The Generating Plant 3 00 

Vol. 11. Distributing Sjrstems and Lamps 3 oo 

Crocker, F. B., and Arendt, M. Electric Motors Svo, *2 50 

Crocker, F. B., and Wheeler, S. S. The Management of Electrical Ma- 
chinery i2mo, *i 00 

Cross, C. F., Be van, E. J., and Sindall, R. W. Wood Pulp and Its Applica- 
tions. (Westminster Series.) Svo {In Press.) 

Crosskey, L. R. Elementary Perspective Svo, i 00 

Crosskey, L. R., and Thaw, J. Advanced Perspective Svo, i 50 

Davenport, C. The Book. (Westminster Series.) Svo, *2 00 

Da vies, E. H. Machinery for Metalliferous Mines Svo, 8 00 

Da vies, D. C. Metalliferous Minerals and Mining Svo, 5 00 

Da vies, F. H. Electric Power and Traction Svo, *2 00 

Dawson, P. Electric Traction on Railways Svo, *9 00 

Day, C. The Indicator and Its Diagrams i2mo, ^^2 00 

Deerr, N. Sugar and the Sugar Cane Svo, *3 00 

Deite, C. Manual of Soapmaking. Trans, by S. T. King 4to, "^5 00 

De la Coux, H. The Industrial Uses of Water. Trans, by A. Morris . . Svo, *4 50 

Del Mar, W. A. Electric Power Conductors Svo, *2 00 

Denny, G. A. Deep-level Mines of the Rand .* 4to, *io 00 

" - Diamond Drilling for Gold ♦$ 00 

Derr, W. L. Block Signal Operation Oblong i2mo, ^i 50 

Desaint, A. Three Hundred Shades and How to Mix Them Svo, *io 00 

Dibdin, W. J. Public Lighting by Gas and Electricity Svo, *S 00 

Purification of Sewage and Water Svo, 6 50 

Dieterich, K. Analysis of Resins, Balsams, and Gum Resins Svo, *3 00 

Dinger, Lieut. H. C. Care and Operation of Naval Machinery i2mo, *2 00 

Dixon, D. B. Machinist's and Steam Engineer's Practical Calculator. 

i6mo, morocco, i 25 
Doble, W. A. Power Plant Construction on the Pacific Coast {In Press.) 
Dodd, G. Dictionary of Manufactures, Mining, Machinery, and the 

Industrial Arts i2mo, i 50 

Dorr, B. F. The Surveyor's Guide and Pocket Table-book. 

i6mo, morocco, 2 00 

Down, P. B. Handy Copper Wire Table i6mo, *i oc 

Draper, C. H. Elementary Text-book of Light, Heat and Sound. . . i2mo, i 00 

Heat and the Principles of Thermo-dynamics i2mo, i 50 

Duckwall, E. W. Canning and Preserving of Food Products Svo, *S 00 

Dumesny, P., and Noyer, J. Wood Products, Distillates, and Extracts. 

Svo, *4 50 
Duncan, W. G., and Penman, D. The Electrical Equipment of Collieries. 

Svo, •4 00 
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Duthie, A. L. Decorative Glass Processes. (Westminster Series.) . . 8vo, *2 oo 

Dyson, S. S. Practical Testing of Raw Materials Svo, *5 oo 

Eccles, R. G.y and Duckwall, E. W. Food Preservatives 8vo, i oo 

Paper o 50 

Eddy, H. T. Researches in Graphical Statics 8vo, i 50 

Maximum Stresses under Concentrated Loads 8vo, i 50 

Edgcumbe, K. Industrial Electrical Measuring Instruments 8vo, *2 50 

Eissler, M. The Metallurgy of Gold 8vcy 7 50 

The Hydrometallurgy of Copper 8vo, *4 50 

The Metallurgy of Silver 8vo, 4 00 

The Metallurgy of Argentiferous Lead 8vo, 5 00 

Cyanide Process for the Extraction of Gold 8vo, 3 00 

A Handbook on Modern Explosives '. . . .8vo, 5 00 

Ekin, T. C. Water Pipe and Sewage Discharge Diagrams folio, *3 00 

Eliot, C. W., and Storer, F. H. Compendious Manual of Qualitative 

Chemical Analysis i2mo, *i 25 

Elliot, Major G. H. European Light-house Systems 8vo, 5 oq 

Ennis, Wm. D. Linseed Oil and Other Seed Oils 8vo, '^4 00 

Applied Thermodynamics 8vo {In Press.) 

Erfurt, J. Dyeing of Paper Pulp. Trans, by J. Hubner 8vo, *7 50 

Erskine-Murray, J. A Handbook of Wireless Telegraphy 8vo, *3 50 

Evans, C. A. Macadamized Roads (In Press.) 

Ewing, A. J. Magnetic Induction in Iron 8vo, *4 00 

Fairie, J. Notes on Lead Ores i2mo, *x 00 

Notes on Pottery Clays i2mo, *i 50 

Fairweather, W. C. Foreign and Colonial Patent Laws 8vo, *3 00 

Fanning, J. T. Hydraulic and Water-supply Engineering 8vo, *5 00 

Fauth, P. The Moon in Modern Astronomy. Trans, by J. McCabe. 

8vo, *2 00 

Fay, I. W. The Coal-tar Colors 8vo (/n Preit.<i.) 

Fernbach, R. L. Glue and Gelatine 8vo, *3 00 

Fischer, £. The Preparation of Organic Compounds. Trans, by R. V. 

Stanford i2mo, *i 25 

Pish, J. C. L. Lettering of Working Drawings Oblong 8vo, i 00 

Fisher, H. K. C, and Darby, W. C. Submarine Cable Testing 8vo, "^3 50 

Fiske, Lieut. B. A. Electricity in Theory and Practice 8vo, 2 50 

Fleischmann, W. The Book of the Dairy. Trans, by C. M. Aikman. 8vo, 4 00 
Fleming, J. A. The Alternate-current Transformer. Two Volumes. 

8vo. 

VoL I. The Induction of Electric Currents *5 00 

Vol. n. The Utilization of Induced Currents *5 00 

- Centenary of the Electrical Current 8vo, *o 50 

- Electric Lamps and Electric Lighting. Svo, *3 00 

Electrical Laboratory Notes and Forms 4to, *5 00 

A Handbook for the Electrical Laboratory and Testing Room. Two 

Volumes 8vo, each, *5 00 

Fluery, H. The Calculus Without Limits or Infinitesimals. Trans, by 

C. O. Mailloux {In Press.) 

Foley, N. British and American Customary and Metric Measures . . folio, "^3 00 
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Foster, H. A. Electrical Engineers' Pocket-book. (Sixlh Edition.) 

i2mo, leather, 5 00 
Foster, Gen. J. G. Submarine Blasting in Boston (Mass.) Harbor.. . .4to, 3 50 

Fowle, F. F. Overhead Transmission Line Crossings i2mo, *i so 

The Solution of Alternating Current Problems 8vo (In Pre^s.) 

Fox, W., and Thomas, C. W. Practical Course in Mechanical Draw- 
ing i2mo, I 25 

Francis, J. B. Lowell Hydraulic Experiments 4to, 15 00 

Fuller, G. W. Investigations into the Purification of the Ohio River. 4to, *io 00 

Furnell, J. Paints, Colors, Oils, and Varnishes 8vo, *i 00 

Gant, L. W. Elements of Electric Traction 8vo, *2 50 

Garcke, £., and Fells, J. M. Factory Accounts 8vo, 3 oo 

Garforth, W. £. Rules for Recovering Coal Mines after Explosions and 

Fires i2mo, leather, i 50 

Geerligs, H. C. P. Cane Sugar and Its Manufacture 8vo, "^5 00 

Geikie, J. Structural and Field Geology 8vo, ^4 00 

Gerber, N. Analysisof Milk, Condensed Milk, and Infants' Milk-Food. 8vo, 125 
Gerhard, W. P. Sanitation, Watersupply and Sewage Disposal of Country 

Houses i2mo, *2 00 

Gerhardi, C. W. H. Electricity Meters 8vo, *4 00 

Geschwind, L. Manufacture of Alum and Sulphates. Trans, by C. 

Salter 8vo, *5 00 

Gibbs, W. E. Lighting by Acetylene i2mo, *i 50 

Physics of Solids and Fluids. (Carnegie Technical School's Text- 
books.) ♦! 50 

Gibson, A. H. Hydraulics and Its Application 8vo, "^5 00 

Water Hammer in Hydraulic Pipe Lines zimo, *2 00 

Gillmore, Gen. Q. A. Limes, Hydraulic Cements and Mortars 8vo, 4 00 

Roads, Streets, and Pavements i2mo, 2 00 

Golding, H. A. The Theta-Phi Diagram i2mo, *i 25 

Goldschmidt, R. Alternating Current Commutator Motor 8vo, *3 00 

Goodchild, W. Precious Stones. (Westminster Series.) 8vo, *2 00 

Goodeve, T. M. Textbook on the Steam-engine i2mo, 2 00 

Gore, G. Electrolytic Separation of Metals 8vo, ^^3 50 

Gould, E. S. Arithmetic of the Steam-engine i2mo, i 00 

Practical Hydrostatics and Hydrostatic Formulas. (Science Series.) 

16 no, o 50 
Grant, J. Brewing and Distilling. (Westminster Series.) 8vo (In Press.) 

Gray, J. Electrical Inffuence Machines i2mo, 2 00 

Greenwood, E. Classified Guide to Technical and Commercial Books. 8vo, *3 00 

Gregorius, R. Mineral Waxes. Trans, by C. Salter i2mo, *3 00 

Griffiths, A. B. A Treatise on Manures i2mo, 3 or 

Dental Metallurgy 8vo, *3 51 

Gross, E. Hops 8vo, *4 50 

Grossman, J. Ammonia and Its Compounds i2mo, "^i 23 

Groth, L. A. Welding and Cutting Metals by Gases or Electricity. . . .8vo, *3 00 

Grover, F. Modern Gas and Oil Engines 8vo, *2 00 

Gruner, A. Power-loom Weaving 8vo, *3 00 

Gtildner, Hugo. Internal Combustion Engines. Trans, by H. Diederichs. 

4to, *io 00 
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Gunther, C. 0. Integration ismo, *i 25 

Gurden, R. L. Traverse Tables folio, half morocco, 7 50 

Guy, A. £. Experiments on the Flexure of Beams. 8vo, 

Haeder, H. Handbook on the Steam-engine. Trans, by H. H. P. 

Powles i2mo, 

Hainbach, R. Pottery Decoration. Trans, by C. Slater i2mo. 

Hale, W. J. Calculations of General Chemistry i2mo. 

Hall, C. H. Chemistry of Paints and Paint Vehicles i2mo, 

Hall, R. H. Governors and Governing Mechanism i2mo. 

Hall, W. S. Elements of the Differential and Integral Calculus 8vo, 

Descriptive Geometry 8vo volume and a 4to atlas, 

Haller, G. F., and Cunningham, E. T. The Tesla Coil {In Press.) 

Halsey, F. A. Slide Valve Gears i2mo, 

The Use of the Slide Rule. (Science Series.) i6mo, 

Worm and Spiral Gearing. (Science Series.) i6mo, 

Hamilton, W. G. Useful Information for Railway Men 16110, 

Hammer, W. J. Radium and Other Radio-active Substances 8vo, 

Hancock, H. Textbook of Mechanics and Hydrostatics 8vo, 

Hardy, E. Elementary Principles of Graphic Statics z2mo. 

Harper, W. B. Utilization of Wood Waste by Distillation 4to, 

Harrison, W. B. The Mechanics' Tool-book i2mo. 

Hart, J. W. External Plumbing Work 8vo, 

Hints to Plumbers on Joint Wiping 8vo, 

Principles of Hot Water Supply 8vo, 

Sanitary Plumbing and Drainage 8vo, 

Haskins, C. H. The Galvanometer and Its Uses i6mo, 

Hatt, J. A. H. The Colorist square i2mo, 

Hausbrand, E. Drjring by Means of Air and Steam. Trans, by A. C. 

Wright i2mo, *2 00 

Evaporating, Condensing and Cooling Apparatus. Trans, by A. C. 

Wright 8vo, 

Hausner, A. Manufacture of Preserved Foods and Sweetmeats. Trans. 

by A. Morris and H. Robson 8vo, 

Hawke, W. H. Premier Cipher Tebgraphic Code 4to, 

100,000 Words Supplement to the Premier Code 4to, 

Hawkesworth, J. Graphical Handbook for Reinforced Concrete Design. 

4to, 

Hay, A. Alternating Currents 8vo, 

Principles of Alternate-current Working i2mo, 

Electrical Distributing Networks and Distributing Lines 8vo, 

Continuous Current Engineering 8vo, 

Heap, Major D. P. Electrical Appliances 8vo, 

Heaviside, O. Electromagnetic Theory, Two Volumes 8vo, each. 

Heck, R. C. H. Steam-Engine and Other Steam Motors. Two Volumes. 

Vol. I. Thermodynamics and the Mechanics 8vo, 

VoL II. Form, Construction, and Working 8vo, 

Abridged edition of above volumes (Elementary) 8vo (In Preparation.) 

Notes on Elementary Kinematics 8vo, boards, 

Graphics of Machine Forces 8vo, boards, 

Hedges, K. Modern Lightning Conductors 8vo, 3 00 
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Heermaim, P. Dyers' Materials. Trans, by X. C. Wright iimo, *2 50 

Hellot, Macquer and D'Apligny. Art of Dyeing Wool, Silk and Cotton. 

8vo, *2 00 

Henrici, O. Skeleton Structures. 8vo, i 50 

Hermann, F. Painting on Glass and Porcelain 8to, *3 50 

Herrmann, 6. The Graphical Statics of Mechanism. Trans, by A. P. 

Smith i2mo, 2 00 

Herzfeld, J. Testing of Yams and Textile Fabrics 8vo, *3 50 

Hildebrandt, A. Airships, Past and Present 8vo, *3 50 

Hill, J. W. The Purification of Public Water Supplies. New Edition. {In Press ) 

Interpretation of Water Analysis (In Press.) 

Hiroi, I. Statically-Indeterminate Stresses i2mo, *2 00 

Hirshfeld, C. F. Engineering Thermodynamics. (Science Series.) . i6mo, o 50 

Hobart, H. M. Heavy Electrical Engineering 8vo, *4 50 

Electricity 8vo, *2 00 

Electric Trains {In Press.) 

Hobbs, W. R. P. The Arithmetic of Electrical Measurements i2mo, o 50 

Hoff, J. N. Paint and Varnish Facts and Formulas i2mo, *3 00 

HoflF, Com. W. B. The Avoidance of Collisions at Sea. . . i6mo, morocco, o 75 

Hole, W. The Distribution of Gas 8vo, ♦y 50 

Holley, A. L. Railway Practice folio, 12 00 

Holmes, A. B. The Electric Light Popularly Explained .... i2mo, paper, o 50 

Hopkins, N. M. Experimental Electrochemistry 8vo, *3 00 

Model Engines and Small Boats i2mo, i 25 

Homer, J. Engineers' Turning 8vo, *3 50 

Metal Turning i2mo, i 50 

Toothed Gearing i2mo, 2 25 

Houghton, C. E. The Elements of Mechanics of Materials 12 mo, *2 00 

Houllevique, L. The Evolution of the Sciences 8vo, *2 00 

Howe, G. Mathematics for the Practical Man i2mo (In Press.) 

Howorth, J. Repairing and Riveting Glass, China and Earthenware. 

8vo, paper, *o 50 

Hubbard, E. The Utilization of Wood- waste 8vo, *2 50 

Humber, W. Calculation of Strains in Girders i2mo, 2 50 

Humphreys, A. C. The Business Features of Engineering Practice. . 8vo, "'i 25 

Hurst, G. H. Handbook of the Theory of Color 8vo, *2 50 

Dictionary of Chemicals and Raw Products 8vo, *3 00 

Lubricating Oils, Fats and Greases 8vo, ^3 00 

Soaps 8vo, *5 oa 

Textile Soaps and Oils 8vo, *2 50 

Hutchinson R. W., Jr. Long Distance Electric Power Transmission . 1 2mo, '^3 00 
Hutchinson, R. W., Jr., and Ihlseng, M. C. Electricity in Mining. i2mo, 

{In Press) 
Hutchinson, W. B. Patents and How to Make Money Out of Them. 

i2mo, I 25 

Hutton, W. S. Steam-boiler Constraction 8vo, 6 00 

Practical Engineer's Handbook 8vo, 7 oa 

The Works' Manager's Handbook 8vo, 6 00 

Ingle, H. Manual of Agricultural Chemistry 8vo, "^3 00 

Innes, C, H. Problems in Machine Design i2mo, "^2 00 
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Innes, C. H. Air Compressors and Blowing Engines I2m0| *2 oo 

Centrifugal Pumps 1 2mo, *2 oo 

The Fan iimo, ^2 oo 

Isherwood, B. F. Engineering Precedents for Steam Machinery 8vo, 2 50 

Jamieson, A. Text Book on Steam and Steam Engines 8vo, 3 00 

Elementary Manual on Steam and the Steam Engine i2mo, i 50 

Jannettaz, E. Guide to the Determination of Rocks. Trans, by G. W. 

Plympton i2mo, i 50 

Jehl, F. Manufacture of Carbons 8vo, *4 00 

Jennings, A. S. Commercial Paints and Painting. (Westminster Series.) 

8vo {In Press.) 

Jennison, F. H. The Manufacture of Lake Pigments 8vo, *3 00 

Jepson, G. Cams and the Principles of their Construction Svo, *i 50 

Mechanical Drawing 8vo {In Preparation.) 

Jockin, W. Arithmetic of the Gold and Silversmith i2mo, *i 00 

Johnson, G. L. Photographic Optics and Color Photography 8vo, '"3 00 

Johnson, W. H. The Cultivation and Preparation of Para Rubber. . .8vo, *3 00 

Johnson, W. McA. The Metallurgy of Nickel {In Preparation.) 

Johnston, J. F. W., and Cameron, C. Elements of Agricultural Chemistry 

and Geology i2mo, 2 60 

Joly, J, Raidoactivity and Geology i2mo, *3 00 

Jones, H. C. Electrical Nature of Matter and Radioactivity i2mo, 2 00 

Jones, M. W. Testing Raw Materials Used in Paint i2mo, *2 .00 

Jones, L., and Scard, F. I. Manufacture of Cane Sugar 8vo, *5 00 

Joynson, F. H. Designing and Construction of Machine Gearing .... 8vo, 2 00 

Jiiptner, H. F. V. Siderology: The Science of Iron 8vo, *5 o. 

Kansas City Bridge 4to, 6 00 

Kapp, G. Electric Transmission of Energy i2mo, 3 50 

Dynamos, Motors, Alternators and Rotary Converters. Trans, by 

H. H. Simmons 8vo, 4 00 

Keim, A. W. Prevention of Dampness in Buildings 8vo, *2 00 

Keller, S. S. Mathematics for Engineering Students. i2mo, half leather. 

Algebra and Trigonometry, with a Chapter on Vectors *i 75 

Special Algebra Edition *i 00 

Plane and Solid Geometry *i 25 

Analytical Geometry and Calculus *2 00 

Kelsey, W. R. Continuous-current Dynamos and Motors 8vo, *2 50 

Kemble, W. T., and Underbill, C. R. The Periodic Law and the Hydrogen 

Spectrum 8vo, paper, ♦o 50 

Kemp, J. F. Handbook of Rocks . 8vo, *! 50 

Kendall, E. Twelve Figure Cipher Code 4to, *i5 00 

Kennedy, R. Modern Engines and Power Generators. Six Volumes. 4to, 15 00 

Single Volumes each, 3 00 

Electrical Installations. Five Volumes 4to, 15 00 

Single Volumes each, 3 50 

Flying Machines; Practice and Design i2mo, *2 00 

Kennelly, A. E. Electro-dynamic Machinery 8vo, i 50 

Kershaw, J. B. C. Fuel, Water and Gas Analysis 8vo, *2 50 

Electrometallurgy. (Westminster Series.) 8vo, *2 00 
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KenhaWy J. B. C. The Electric Funiace in Iron and Steel Production. 

i2mo, *! 50 

Kingdon, J. A. Applied Magnetism Svo, ^3 00 

Sanzbrunner, C. Alternate Current Windings 8vo, .^i 50 

Continuous Current Armatures 8vo, *i 50 

Testing of Alternating Current Machines 8vo, *2 00 

Kirkaldy, W. G. David Kirkaldy's System of Mechanical Testmg. . . .4to, 10 00 

Kirkbride, J. Engraving for Illustration 8vo, *i 50 

Kirkwood, J. P. Filtration of River Waters 4to, 7 50 

Klein, J. F. Design of a High-speed Steam-engine 8vo, *5 00 

Kleinhans, F. B. Boiler Construction 8vo, 3 00 

Knight, Lieut.-Com. A. M. Modern Seamanship 8vo, *6 00 

Half morocco *7 50 

Knox, W. F. Logarithm Tables (In Preparation.) 

Knott, C. 6., and Mackay, J. S. Practical Mathematics 8vo, 2 00 

Koester, F. Steam-Electric Power Plants 4to, *5 00 

Hydroelectric Developments and Engineering 4to, *5 00 

Koller, T. The Utilization of Waste Products 8vo, *3 50 

Cosmetics 8vo, *2 50 

Krauch, C. Testing of Chemical Reagents. Trans, by J. A. Williamson 

and L. W. Dupre 8vo, *3 00 

Lambert, T. Lead and its Compounds 8vo, '*'3 50 

Bone Products and Manures 8vo, ^3 00 

Lamborn, L. L. Cottonseed Products 8vo, ^3 00 

Modern Soaps, Candles, and Glycerin 8vo, *7 50 

Lamprecht, R. Recovery Work After Pit Fires. Trans, by C. Salter . , 8vo, ^4 00 
Lanchester, F. W. Aerial Flight. Two Volumes. 8vo. 

Vol. I. Aerodynamics ^6 00 

Vol. n. Aerodonetics *6 00 

Larner, E. T. Principles of Alternating Currents i2mo, *i 25 

Larrabee, C. S. Cipher and Secret Letter and Telegraphic Code i6mo, o 60 

Lassar-Cohn, Dr. Modern Scientific Chemistry. Trans, by M. M. Patti- 

son Muir i2mo, *2 00 

Latta, M. N. Handbook of American Gas-Engineering Practice 8vo, ^4 50 

American Producer Gas Practice 4to, *6 00 

Leask, A. R. Breakdowns at Sea i2mo, 2 00 

Triple and Quadruple Expansion Engines i2mo, 2 00 

Refrigerating Machinery i2mo, 2 00 

Lecky, S. T. S. " Wrinkles " in Practical Navigation 8vo, *8 00 

Leeds, C. C. Mechanical Drawing for Trade Schools oblong 4to, 

High School Edition *! 25 

Machinery Trades Edition *2 00 

Lef€vre, L. Architectural Pottery. Trans, by H. K. Bird and W. M. 

Binns 4to, *7 50 

Lehner, S. Ink Manufacture. Trans, by A. Morris and H. Robson . . 8vo, *2 50 

Lemstrom, S. Electricity in Agriculture and Horticulture 8vo, *i 5^ 

Lewes, V. B. Liquid and Gaseous Fuels. (Westminster Series.) . . . .8vo, *2 00 

Lieber, B. F. Lieber's Standard Telegraphic Code 8vo, "'lo 00 

Code. German Edition 8vo, *io 00 

Spanish Edition 8vo, *io 00 
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Lieber, B. F. Code. French Edition 8vo, *io 00 

Terminal Index 8vo, *2 50 

Lieber's Appendix folio, *i5 00 

Handy Tables 4to, *2 50 

Bankers and Stockbrokers' Code and Merchants and Shippers' Blank 

Tables 8vo, *i5 00 

100,000,000 Combination Code Svo, *i5 00 

Engineering Code Svo, *io 00 

Livermore, V. P., and Williams, J. How to Become a Competent Motor- 
man i2mo, 

Livingstone, R. Design and Construction of Commutators Svo, 

Lobben, P. Machinists' and Draftsmen's Handbook Svo, 

Locke, A. 6; and C. G. Manufacture of Sulphuric Acid Svo, 

Lockwood, T. D. Electricity^ Magnetism, and Electro-telegraphy. . . . Svo, 

Electrical Measurement and the Galvanometer i2mo, 

Lodge, O. J. Elementary Mechanics i2mo, 

Signalling Across Space without Wires Svo, 

Lord, R. T. Decorative and Fancy Fabrics Svo, 

Loring, A. E. A Handbook of the Electromagnetic Telegraph i6mo, 

Lowenstein, L. C, and Crissey, C. P. Centrifugal Pumps. . . . (In Press.) 

Lucke, C. E. Gas Engine Design Svo, *s 00 

Power Plants: their Design, Efficiency, and Power Costs. 2 vols. 

(In Prejxiration.) 

Power Plant Papers. Form I. The Steam Power Plant paper, *i 50 

Lunge, G. Coal-tar and Ammonia. Two Volumes Svo, *i5 00 

Manufacture of Sulphuric Acid and Alkali. Three Volumes .... Svo, 

Vol. I. Sulphuric Acid. In two parts *i5 00 

Vol. n. Salt Cake, Hydrochloric Acid and Leblanc Soda. In two 

parts *i5 00 

VoL in. Ammonia Soda *i5 00 

Technical Chemists' Handbook i2mo, leather, *3 50 

Technical Methods of Chemical Analysis. Trans, by C. A. Keane. 

in collaboration with the corps of specialists. 

VoL I. In two parts Svo, *i5 00 

Vols, n and III {In Preparation.) 

Lupton, A., Parr, G. D. A., and Per kin, H. Electricity as Applied to 

Mining Svo, 

Luquer, L. M. Minerals in Rock Sections Svo, 

Macewen, H. A. Food Inspection Svo, 

Mackie, J. How to Make a Woolen Mill Pay Svo, 

Mackrow, C. Naval Architect's and Shipbuilder's Pocket-book. 

i6mo, leather, 
Maguire, Capt. E. The Attack and Defense of Coast Fortifications. . .Svo, 

Maguire, Wm. R. Domestic Sanitary Drainage and Plumbing Svo, 

Marks, E. C. R. Construction of Cranes and Lifting Machinery. . . . i2mo, 

Construction and Working of Pumps i2mo, 

Manufacture of Iron and Steel Tubes i2mo, 

Mechanical Engineering Materials i2mo, 

Marks, G. C. Hydraulic Power Engineering Svo, 

Inventions, Patents and Designs i2mo, 
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Marklum, E. R. The American Steel Worker i2mo, 2 50 

ICarlow, T. G. Drying Machinery and Practice Svo, 

Marsh, C. F. Concise Treatise on Reinforced Concrete 8vo, *2 50 

Marsh, C. F., and Dunn, W. Reinforced Concrete 4to, *$ 00 

Manual of Reinforced Concrete and Concrete Block Construction. 

i6mo, morocco, *2 50 
Massie, W. W., and Underhill, C. R. Wireless Telegraphy and Telephony. 

i2mo, *i 00 
Matheson, D. Australian Saw-Miller's Log and Timber Ready Reckoner. 

i2mo, leather, i 50 

M^thot, R. £. Internal Combustion Engines 8vo, 

Maurice, W. Electric Blasting Apparatus and Explosives $vo, *3 50 

Shot Firer's Guide 8vo, *i 50 

Maxwell, W. H., and Brown, J. T. Encyclopedia of Municipal and Sani- 
tary Engineering 4to, *io 00 

Mayer, A. M. Lecture Notes on Physics :- Svo, 2 00 

McCullough, R. S. Mechanical Theory of Heat Svo, 3 50 

Mcintosh, J. G. Technology of Sugar Svo, *4 50 

Industrial Alcohol Svo, *3 00 

Manufacture of Varnishes and Kindred Industries. Three Volumes. 

Svo. 

Vol. 1. Oil Crushing, Refining and Boiling *3 50 

Vol. H. Varnish Materials and Oil Varnish Making "^4 00 

Vol. Til (In Preparation,) 

McMechen, F. L. Tests for Ores, Minerals and Metals i2mo, '"i 00 

McNeill, B. McNeiU's Code Svo, *6 00 

McPherson, J. A. Water- works Distribution Svo, 2 50 

Melick, C. W. Dairy Laboratory Guide i2mo, *i 25 

Merck, £. Chemical Reagents; Their Purity and Tests Svo, '^'i 50 

Merritt, Wm. H. Field Testing for Gold and Silver i6mo, leather, i 50 

Meyer, J. G. A., and Pecker, C. G. Mechanical Drawing and Machine 

Design 4to, 5 00 

Michell, S. Mine Drainage Svo, 10 00 

Mierzinski, S. Waterproofing of Fabrics. Trans, by A. Morris and H. 

Robson Svo, *2 50 

Miller, E. H. Quantitative Analysis for Mining Engineers Svo, *i 50 

Milroy, M. £. W. Home Lace-making i2mo, *i 00 

Minifie, W. Mechanical Drawing Svo, *4 00 

Modern Meteorology i2mo, i 50 

Monckton, C. C. F. Radiotelegraphy. (Westminster Series.) Svo, *2 00 

Monteverde, R. D. Vest Pocket Glossary of English-Spanish, Spanish- 
English Technical Terms 64mo, leather, *i 00 

Moore, £. C. S. New Tables for the Complete Solution of Ganguillet and 

Kutter's Formula Svo, *5 00 

Moreing, C. A., and Neal, T. New General and Mining Telegraph Code, Svo, *5 00 

Morgan, A. P. Wireless Telegraph Apparatus for Amateurs i2mo, *z 50 

Moses, A. J. The Characters of Crystals Svo, *2 00 

Moses, A. J., and Parsons, C. L. Elements of Mineralogy Svo, *2 50 

Moss, S. A. Elements of Gas Engine Design. (Science Series.) . . . i6mo, o 50 

The Lay-out of Corliss Valve Gears. (Science Series. ") i6mo, o 50 

Mullin, J. P. Modem Moulding and Pattern- making I2m0| 2 50 
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Munby, A. £. Chemistry and Physics of Building Materials. (Westmin- 
ster Series.) 8vo 

Murphy, J. G. Practical Mining i6mo 

Murray, J. A. Soils and Manures. (Westminster Series.) 8vo 

Naquet, A. Legal Chemistry i2mo 

Nasmith, J. The Student's Cotton Spinning 8vo 

Nerz, F. Searchlights. Trans, by C. Rodgers 8vo 

Neuberger, H., and Noalhat, H. Technology of Petroleum. Trans, by J, 

G. Mcintosh 8vo 

Newall, J. W. Drawing, Sizing and Cutting Bevel-gears 8vo 

Newlands, J. Carpenters and Joiners' Assistant. folio, half morocco 

Nicol, G. Ship Construction and Calculations 8vo 

Nipher, F. £. Theory of Magnetic Measurements z2mo 

Nisbet, H. Grammar of Textile Design 8vo 

Noll, A. How to Wire Buildings i2mo 

Nugent, £. Treatise on Optics i2mo 

O'Connor, H. The Gas Engineer's Pocketbook izmo, leather 

Petrol Air Gas i2mo 

Olsson, A. Motor Control, in Turret Turning and Gun Elevating. (U. S 

Navy Electrical Series, No. i.) i2mo, paper 

Olsen, J. C. Text-book of Quantitative Chemical Analysis 8vo 

Oudin, M. A. Standard Polyphase Apparatus and Systems 8vo 

Palaz, A. Industrial Photometry. Trans, by G. W. Patterson, Jr. . . 8vo 

Pamely, C. Colliery Manager's Handbook 8vo 

Parr, G. D. A. Electrical Engineering Measuring Instruments 8vo 

Parry, £. J. Chemistry of Essential Oils and Artificial Perfumes .... 8vo 

Parry, E. J., and Coste. J. H. Chemistry of Pigments 8vo 

Parry, L. A. Risk and Dangers of Various Occupations 8vo 

Parshall, H. F., and Hobart, H. M. Armature Windings , .4to 

Electric Railway Engineering 4to 

Parshall, H. F., and Parry, £. Electrical Equipment of Tramways. . . . {In 

Parsons, S. J. Malleable Cast Iron 8vo 

Passmore, A. C. Technical Terms Used in Architecture 8vo 

Patterson, D. The Color Printing of Carpet Yarns 8vo 

Color Matching on Textiles 8vo 

The Science of Color Mixing 8vo 

Pfttton, H. B. Lecture Notes on Crystallography 8vo 

Paulding, C. P. Condensation of Steam in Covered and Bare Pipes. .8vo 

Transmission of Heat through Cold-storage Insulation i2mo 

Peirce, B. System of Analytic Mechanics 4to 

Pendred, V. The Railway Locomotive. (Westminster Series.) 8vo 

Perkin, F. M. Practical Methods of Inorganic Chemistry izmo 

Perrigo, O. E. Change Gear Devices 8vo 

Perrine, F. A. C. Conductors for Electrical Distribution 8vo 

Petit, G. White Lead and Zinc White Paints 8vo 

Petit, R. How to Build an Aeroplane. Trans, by T. O'B. Hubbard, and 

J. H. Ledeboer 8vo 

Perry, J. Applied Mechanics 8vo 
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Phillips, J. Engineering Chemistry Svo, ^4 50 

Gold Assaying 8vo, *2 50 

Phin, J. Seven Follies of Science i2mo, *i 25 

Household Pests, and How to Get Rid of Them 8vo (In Preparation.) 

Pickworth, C. N. The Indicator Handbook. Two Volumes. . Z2mo, each, 

Lo2;arithms for Beginners z2mo, boards, 

- - The Slide Rule i2mo. 

Plane Table, The 8vo, 

Plattner's Manual of Blow-pipe Analysis. Eighth Edition, revised. Trans. 

by H. B. Cornwall Svo, 

Plympton, G. W. The Aneroid Barometer. (Science Series.) i6mo, 

Pocket Logarithms to Four Places. (Science Series.) i6mo, 

Pope, F. L. Modern Practice of the Electric Telegraph Svo, 

Popplewell, W. C. Elementary Treatise on Heat and Heat Engines. . i2mo, 

Prevention of Smoke Svo, 

Strength of Materials Svo, 

Potter, T. Concrete Svo, 

Practical Compounding of Oils, Tallow and Grease Svo, 

Practical Iron Founding i2mo. 

Pray, T., Jr. Twenty Years with the Indicator Svo, 

Steam Tables and Engine Constant Svo, 

Calorimeter Tables » Svo, 

Preece, W. H. Electric Lamps (In Press.) 

Prelini, C. Earth and Rock Excavation Svo, 

Graphical Determination of Earth Slopes Svo, 

Tunneling Svo, 

Dredging. A Practical Treatise (In Press.) 

Prescott, A. B. Organic Analysis Svo, 

Prescott, A. B., and Johnson, O. C. Qualitative Chemical Analjrsis. . .Svo, 
Prescott, A. B., and Sullivan, E. C. First Book in Qualitative Chemistry. 

i2mo, 
Pritchard, O. G. The Manufacture of Electric-light Carbons . . Svo, paper, 
Prost, E. Chemical Analysis of Fuels, Ores, Metals. Trans, by J. C. 

Smith Svo, 

Pullen, W. W. F. Application of Graphic Methods to the Design of 

Structures i2mo, 

Injectors: Theory, Construction and Working i2mo, 

Pulsifer, W. H. Notes for a History of Lead Svo, 

Putsch, A. Gas and Coal-dust Firing Svo, 

Pynchon, T. R. Introduction to Chemical Physics Svo, 

Rafter, G. W. Treatment of Septic Sewage. (Science Series.) i6mo, 

Rafter, G. W., and Baker, M. N . Sewage Disposal in the United States . 4to, 

Raikes, H. P. Sewage Disposal Works Svo, 

Railway Shop Up-to-Date 4to, 

Ramp, H. M. Foundry Practice (In Press.) 

Randall, P. M. Quartz Operator's Handbook i2mo, 

Randau, P. Enamels and Enamelling Svo, 

Rankine, W. J. M. Applied Mechanics Svo, 

Civil Engineering Svo, 

— Machinery and Millwork Svo, 
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Rankine, W. J. M. The Steam-engine and Other Prime Movers 8vo, 

Useful Rules and Tables 8vo, 

Rankine, W. J. M., and Bamber, £. F. A Mechanical Text-book 8vo, 

Raphael, F. C. Localization of Faults in Electric Light and Power Mains. 

8vo, 

Rathbone, R. L. B. Simple Jewellery 8vo, 

Rateau, A. Flow of Steam through Nozzles and Orifices. Trans, by H. 

B. Brydon 8vo, 

Rausenberger, F. The Theory of the Recoil of Gun? Svo, 

Rautenstrauch, W. Notes on the Elements of Machine Design, 8vo, boards, 
Rautenstrauch, W., and Williams, J. T. Machine Drafting and Empirical 
Design. 

Part L Machine Drafting 8vo, 

Part n. Empirical Design (In Preparation.) 

Raymond, £. B. Alternating Current Engineering i2mo, 

Rayner, H. Silk Throwing and Waste Silk Spinning 8vo, 

Recipes for the Color, Paint, Varnish, Oil, Soap and Drysaltery Trades . 8vo, 

Recipes for Flint Glass Making i2mo, 

Reed's Engineers' Handbook 8vo, 

Key to the Nineteenth Edition of Reed's Engineers' Handbook . . 8vo, 

— — Useful Hiivts to Sea-going Engineers i2mo, 

Marine Boilers iimo, 

Reinhardt, C. W. Lettering for Draftsmen, Engineers, and Students. 

oblong 4to, boards, 

The Technic of Mechanical Drafting oblong 4to, boards. 

Reiser, F. Hardening and Tempering of Steel. Trans, by A. Morris and 

H. Robson iimo. 

Reiser, N. Faults in the Manufacture of Woolen Goods. Trans, by A. 

Morris and H. Robson 8vo, 

Spinning and Weaving Calculations 8vo, 

Renwick, W. G. Marble and Marble Working 8vo, 

Rhead, G. F. Simple Structural Woodwork i2mo. 

Rice, J. M., and Johnson, W. W. A New Method of Obtaining the Differ- 
ential of Functions i2mo, 

Richardson, J. The Modern Steam Engine 8vo, 

Richardson, S. S. Magnetism and Electricity 12 mo, 

Rideal, S. Glue and Glue Testing 8vo, 

Rings, F. Concrete in Theory and Practice i2mo, 

Ripper, W. Course of Instruction in Machine Drawing folio, 

Roberts, J., Jr. Laboratory Work in Electrical Engineering 8vo, 

Robertson, L. S. Water-tube Boilers 8vo, 

Robinson, J. B. ' Architectural Composition 8vo, 

Robinson, S. W. Practical Treatise on the Teeth of Wheels. (Science 

Series.) i6mo, 

Roebling, J. A. Long and Short Span Railway Bridges folio, 

Rogers, A. A Laboratory Guide of Industrial Chemistry i2mo, 

Rogers, A., and Aubert, A. B. Industrial Chemistry (In Press.) 

Rollins, W. Notes on X-Light 8vo, 

Rose, J. The Pattern-makers' Assistant 8vo, 

Key to Engines and Engine-running i2mo. 

Rose, T. K. The Precious Metals. (Westminster Series.) 8vo, 
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Rosenhain, W. Glass Manufacture. (Westminster Series.) 8vo, *2 oo 

Rossiter, J. T. Steam Engines. (Westminster Series.).. .8vo {In Pr(.ss.) 

Pumps and Pumping Machinery. (Westminster Series.).. 8 vo (In Press.) 

Roth. Physical Chemistry 8vo, *2 oo 

RouiUion, L. The Economics of Manual Training 8vo, 2 00 

Rowan, F. J. Practical Physics of the Modern Steam-boiler 8vo, 7 50 

Roxburgh, W. General Foundry Practice 8vo, *3 50 

Ruhmer, E. Wireless Telephony. Trans, by J. Erskine-Murray .... 8vo, ^3 50 

Russell, A. Theory of Electric Cables and Networks 8vo, *3 00 

Sabine, R. History and Progress of the Electric Telegraph i2mo, i 25 

Saeltzer, A. Treatise on Acoustics i2mo, i 00 

Salomons, D. Electric Light Installations. 12 mo. 

VoL I. The Management of Accumulators 2 50 

Vol. 11. Apparatus 2 25 

Vol. III. Applications i 50 

Sanford, P. G. Nitro-ezplosives 8vo, *4 00 

Saunders, C. H. Handbook of Practical Mechanics i6mo, i 00 

leather, i 25 

Saunnier, C. Watchmaker's Handbook i2mo, 3 00 

Sayers, H. M. Brakes for Tram Cars 8vo, *i 25 

Scheele, C. W. Chemical Essays 8vo, *2 00 

Schellen, H. Magneto-electric and Dynamo-electric Machines 8vo, 5 00 

Scherer, R. Casein. Trans, by C. Salter 8vo, '^'3 00 

Schmall, C. N. First Course in Analytic Geometry, Plane and Solid. 

i2mo, half leather, *i 75 
Schmall, C. N., and Shack, S. M. Elements of Plane Geometry ... i2mo, *i 25 

Schmeer, L. Flow of Water 8vo, *3 00 

Schumann, F. A Manual of Heating and Ventilation i2mo, leather, i 50 

Schwarz, E. H. L. Causal Geology 8vo, *2 50 

Schweizer, V., Distillation of Resins 8vo, *3 50 

Scott, W. W. Qualitative Analysis. A Laboratory Manual. 8vo [In Press.) 
Scribner, J. M. Engineers' and Mechanics' Companion . . . x6 no, leather, i 50 
Searle, G. M. ** Sumners' Method." Condensed and Improved. (Science 

Series. ) i6mo, o 50 

Seaton, A. E. Manual of Marine Engineering 8vo, 6 00 

Seaton, A. E., and Rounthwaite, H. M. Pocket-book of Marine Engineer- 
ing i6mo, leather, 3 00 

Seeligmann, T., Torrilhon, G. L., and Falconnct, 11. India Rubber and 

Gutta Percha. Trans, by J. G. Mcintosh 8vo, 

Seidell, A. Solubilities of Inorganic and Organic Substances 8vo, 

Sellew, W. H. Steel Rails 4to (In Press.) 

Senter, G. Outlines of Physical Chemistry i2mo, 

Sever, G. F. Electric Engineering Experiments 8vo, boards, 

Sever, G. F., and Townsend, F. Laboratory and Factory Tesis in Electrical 

Engineering 8vo, 

Sewall, C. H. Wireless Telegraphy 8vo, 

Lessons in Telsgraphv 1 2mo, 

Sewell, T. Elements of Electrical Engineering 8vo, 

- — The Construction of Dynamos 8vo, 

Sexton, A. H. Fuel and Refractory Materials i2mo, 
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Sexton, A. H. Chemistry of the Materials of Engineering 12 mo, 

Alloys (Non-Ferrous) 8vo, 

The Metallurgy of Iron and Steel 8vo, 

Seymour, A. Practical Lithography 8vo, 

Modem Printing Inks 8vo, 

Shaw, P. £. Course of Practical Magnetism and Electricity '. . . 8vo, 

Shaw, S. History of the Staffordshire Potteries 8vo, 

Chemistry of Compounds Used in Porcelain Manufacture 8vo, 

Sheldon, S., and Hausmann, E. Direct Current Machines 8vo, 

Sheldon, S., Mason, H., and Hausmann, £. Alternating-current Machines. 

8vo, 

Sherer, R. Casein. Trans, by C. Salter 8vo, 

Sherriff, F. F. Oil Merchants' Manual i2mo, 

Shields, J. E.* Rotes on Engineering Construction i2mo. 

Shock, W. H. Steam Boilers 4to, half morocco, 

Shreve, S. H. Strength of Bridges and Roofs 8vo, 

Shunk, W. F. The Field Engineer i2mo, morocco, 

Sinunons, W. H., and Appleton, H. A. Handbook of Soap Manufacture. 

8vo, 

Simms, F. W. The Principles and Practice of Leveling 8vo, 

Practical Tunneling 8vo, 

Simpson, G. The Naval Constructor i2mo, morocco, 

Sinclair, A. Development of the Locomotive Engine . . . 8vo, half leather, 

Sindall, R. W. Manufacture of Paper. (Westminster Series.) 8vo, 

Sloane, T. O'C. Elementary Electrical Calculations i2mo, 

Smith, C. F. Practical Alternating Currents and Testing 8vo, 

Practical Testing of Dynamos and Motors 8vo, 

Smith, F. E. Handbook of General Instruction for Mechanics . . . i2mo. 
Smith, I. W. The Theory of Deflections and of Latitudes and Departures. 

i6mo, morocco. 

Smith, J. C. Manufacture of Paint 8vo, 

Smith, W. Chemistry of Hat Manufacturing i2mo, 

Snell, A. T. Electric Motive Power 8vo, 

Snow, W. G. Pocketbook of Steam Heating and Ventilation. {In Press.) 
Snow, W. G., and Nolan, T. Ventilation of Buildings. (Science Series.) 

i6mo, 

Soddy, F. Radioactivity 8vo, 

Solomon, M. Electric Lamps. (Westminster Series.) 8vo, 

Sothern, J. W. The Marine Steam Turbine 8vo, 

Sozhlet, D. H. Dyeing and Staining Marble. Trans, by A. Morris and 

H. Robson 8vo, 

Spang, H. W. A Practical Treatise on Lightning Protection i2mo, 

Speyers, C. L. Text-book of Physical Chemistry 8vo, 

Stahl, A, W., and Woods, A. T. Elementary Mechanism i2mo, 

Staley, C, and Pierson, G. S. The Separate System of Sewerage. . . .8vo, 

Standage, H. C. Leatherworkers* Manual 8vo, 

Sealing Waxes, Wafers, and Other Adhesives 8vo, 

Agglutinants of all Kinds for all Purposes i2mo, 

Stansbie, J. H. Iron and Steel. (Westminster Series.) 8vo, 

Stevens, H. P. Paper Mill Chemist i6mo, 

Stewart, A. Modern Polyphase Machinery i2mo. 
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Stewart, G. Modern Steam Traps xiipo, *i 25 

Stiles, A. Tables for Field Engineers i2mo, i 00 

Stillman, P. Steam-engine Indicator i2mo, i 00 

Stodola, A. Steam Turbines. Trans, by L. C. Loewenstein Svo, *5 00 

Stone, H. The Timbers of Commerce 8vo, 3 50 

Stone, Gen. R. New Roads and Road Laws. i2mo, i 00 

Stopes, M. Ancient Plants 8vo, *2 00 

Sudborough, J. J., and James, T. C. Practical Organic Chemistry. . i2mo, "'2 00 

Suffling, £. R. Treatise on the Art of Glass Painting 8vo, *3 50 

Swan, K. Patents, Designs and Trade Marks. (Westminster Series. ) . 8vo, *2 00 

Sweet, S. H. Special Report on Coal 8vo, 3 00 

Swoope, C. W. Practical Lessons in Electricity , i2mo, *2 00 

Tailfer, L. Bleaching Linen and Cotton Yam and Fabrics 8vo, *$ 00 

Templeton, W. Practical Mechanic's Workshop Companion. 

i2mo, morocco, 2 00 
Teiry, H. L. India Rubber and its Manufacture. (Westminster Series.) 

8vo, *2 00 

Thom, C, and Jones, W. H. Telegraphic Connections oblong i2mo, i 50 

Thomas, C. W, Paper-makers' Handbook (In Press.) 

Thompson, A. B. Oil Fields of Russia 4to, *7 50 

Petroleum Mining and Oil Field Development 8vo, *5 00 

Thompson, E. P. How to Make Inventions 8vo, o 50 

Thompson, W. P. Handbook of Patent Law of All Countries i6mo, i 50 

Thornley, T, Cotton Combing Machines 8vo, *3 00 

Cotton Spinning. 8vo. 

First Year *i 50 

Second Year *2 50 

Third Year ^2 50 

Thurso, J. W. Modern Turbine Practice 8vo, *4 00 

Tinney, W. H. Gold-mining Machinery 8vo, *$ 00 

Titherley, A. W. Laboratory Course of Organic Chemistry 8vo, *2 00 

Toch, M. Chemistry and Technology of Mixed Paints 8vo, *3 00 

Todd, J., and Whall, W. B. Practical Seamanship 8vo, *7 50 

Tonge, J. Coal. (Westminster Series.) 8vo, *2 00 

Townsend, J. Ionization of Gases by Collision 8vo, *i 75 

Transactions of the American Institute of Chemical Engineers. 8vo. 

Vol. I. 1908 *6 00 

VoL n. 1909 *6 00 

Traverse Tables. (Science Series.) i6mo, o 50 

morocco, i 00 

Trinks, W., and Housum, C. Shaft Governors. (Science Series.) . . i6mo, o 50 

Tucker, J. H. A Manual of Sugar Analysis 8vo, 3 50 

Tumlirz, 0. Potential. Trans, by D. Robertson i2mo, i 25 

Tunner, P. A. Treatise on Roll-turning. Trans, by J. B. Pearse. 

Svo, text and folio atlas, 10 00 

Turbayne, A. A. Alphabets and Numerals 4to, 2 00 

Turrill, S. M. Elementary Course in Perspective i2mo, *i 25 

Underbill, C. R. Solenoids, Electromagnets and Electromagnetic Wind- 
ings I2m0| *2 00 
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Urquhart, J. W. Electric Light Fitting i2mo, 2 00 

Electro-plating i2mo, 2 00 

Electrot3rping i2mo, 2 00 

Electric Ship Lighting i2mo, 3 00 

Universal Telegraph Cipher Code i2mo, i 00 

Vacher, F. Food Inspector's Handbook i2mo, *2 50 

Van Nostrand's Chemical Annual. Second issue 1909 12 mo, *2 50 

Year Book of Mechanical Engineering Data. First issue igio. .(In Press.) 

Van Wagenen, T. F. Manual of Hydraulic Mining i6mo, i 00 

Vega, Baron Von. Logarithmic Tables .8vo, half morocco, 2 50 

Villon, A. M. Practical Treatise on the Leather Industry. Trans, by F. 

T. Addyman 8vo, *io 00 

Vincent, C. Ammonia and its Compounds. Trans, by M. J. Salter . . 8vo, *2 00 

Volk, C. Haulage and Winding Appliances Svo, "'4 00 

Von Georgievics, G. Chemical Technology of Textile Fibres. Trans, by 

. C. Salter Svo, *4 50 

Chemistry of Dyestuflfs. Trans, by C. Salter Svo, *4 50 

Wabner, R. Ventilation in Mines. Trans, by C. Salter Svo, *4 50 

Wade, E. J. Secondary Batteries Svo, *4 00 

Wadsworth, C. Primary Battery Ignition i2mo (In Press.) 

Wagner, £. Preserving Fruits, Vegetables, and Meat i2mo, *2 50 

Walker, F. Aerial Navigation Svo, 3 00 

Electric Lighting for Marine Engineers Svo, 2 00 

Walker, S. F. Steam Boilers, Engines and Turbines Svo, 3 00 

Refrigeration, Heating and Ventilation on Shipboard. 

i2mo (In Press.) 

Electricity in Mining Svo, *3 50 

Steam Boilers, Engines and Turbines Svo, *3 00 

Walker, W. H. Screw Propulsion Svo, o 75 

Wallis-Tayler, A. J. Bearings and Lubrication Svo, *i 50 

Modem Cycles Svo, 4 00 

Motor Cars Svo, i So 

Motor Vehicles for Business Purposes Svo, 3 50 

Pocket Book of Refrigeration and Ice Making i2mo, i 50 

Refrigerating and Ice-making Machinery Svo, 3 00 

Refrigeration and Cold Storage Svo, *4 50 

Sugar Machinery i2mo, *2 00 

Wanklyn, J. A. Treatise on the Examination of Milk 12 mo, i 00 

Water Analysis i2mo, 2 00 

Wansbrough, W. D. The A B C of the Differential Calculus i2mo, *i 50 

Slide Valves i2mo, *2 00 

Ward, J. H. Steam for the Million Svo, i 00 

Waring, G. E., Jr. Sewerage and Land Drainage '''6 00 

Modern Methods of Sewage Disposal i2mo, 2 00 

How to Drain a House i2mo, i 25 

Warren, F. D. Handbook on Reinforced Concrete i2mo, *2 50 

Watkins, A. Photography. (Westminster Series.) Svo (In Press.) 

Watson, £. P. Small Engines and Boilers i2mo, i 25 

Watt, A. Electro-plating and Electro-refining of Metals Svo, *4 50 
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Watt, A. Electro-metallurgy i2mo, r oo 

- - The Art of Soap-making 8vo, 3 00 

Leather Manufacture 8vo, *4 00 

Weale, J. Dictionary of Terms Used in Architecture iimo, 2 50 

Weather and Weather Instruments I2m0y i 00 

paper, o 50 

Webb, H. L. Guide to the Testing of Insulated Wires and Cables. . i2mo, i 00 

Webber, W. H. Y. Town Gas. (Westminster Series.) 8vo, ^2 00 

Weekes, R. W. The Design of Alternate Current Transformers. . ..i2mo, i 00 

Weisbach, J. A Manual of Theoretical Mechanics Svo, *6 00 

sheep, *7 50 

Weisbach, J., and Herrmann, G. Mechanics of Air Machinery Svo, *3 75 

Weston, £. B. Loss of Head Due to Friction of Water in Pipes . . . i2mo, *i 50 

Weymouth, F. M. Drum Armatures and Commutators Svo, *^ 00 

Wheeler, J. B. Art of War i2mo, i 75 

Field Fortifications i2mo, i 75 

Whipple, S. An Elementary and Practical Treatise on Bridge Building. 

Svo, 3 00 

Whithard, P. Illuminating and Missal Painting i2mo, i 50 

Wilkinson, H. D. Submarine Cable Laying and Repairing Svo, *6 00 

Williams, A. D., Jr., and Hutchinson, R. W. The Steam Turbine (In Prcstt.) 

Williamson, R. S. On the Use of the Barometer 4to, 15 00 

Practical Tables in Meteorology and Hypsometery 4to, 2 50 

Willson, F. N. Theoretical and Practical Graphics 4to, *4 00 

Wimperis, H. E. Internal Combustion Engine Svo, ^3 00 

Winchell, N. H., and A. N. Elements of Optical Mineralogy Svo, *3 50 

Winkler, C, and Lunge, G. Handbook of Technical Gas- Analysis ... Svo, 400 
Woodbury, D. V. Elements of Stability in the Well-proportioned Arch. 

Svo, half morocco, 4 00 
Worden, E. C. The Nitrocellulose Industry. Two Volumes. 

Svo {In Press.) 

Wright, A. C. Analysis of Oils and Allied Substances Svo, *3 50 

Simple Method for Testing Painters* Materials Svo, *2 50 

Wright, H. E. Handy Book for Brewers Svo, *5 00 

Wright, F. W. Design of a Condensing Plant i2mo, *i 50 

Wright, T. W. Elements of Mechanics Svo, *2 50 

Wright, T. W., and Hayford, J. F. Adjustment of Observations Svo, *3 00 

Young, J. E. Electrical Testing for Telegraph Engineers Svo, ^4 00 

Zeidler, J., and Lustgarten, J. Electric Arc Lamps Svo, *2 00 

Zeuner, A. Technical Thermodynamics. Trans, by J. F. Klein. Two 

Volumes Svo, *8 00 

Zimmer, G. F. Mechanical Handling of Material 4to, *io 00 

Zipser, J. Textile Raw Materials. Trans, by C. Salter Svo, *s 00 

Zur Nedden, F. Engineering Workshop Machines and Processes. Trans. 

by J. A; Davenport Svo *2 00 
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